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1.0  Introduction 


Fon  George  0.  Meade  is  an  Army  installatk»  located  in  Arne  Arundel  County.  Maryland. 

between  Baltimore  and  Washington.  D.C.  TW  location  of  Fdtt  Meade  is  depicted  on  the  map 

bdow. 


The  Defense  Authorizatum  Amendments  and  Base  Qosnre  and  Realignment  Act  of  1988 
mandated  the  closure  of  9,000  of  Fort  Meade's  original  13,670-acre  area.  Subsequently,  the 
Fiscal  Year  1991  Military  Construction  i^)propriarions  Act  directed  the  transfer  of  7,600  acres 
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Research  Center.  The  remaining  1,400-acre  parcel  was  subdivided  into  the  following  three 
subparcels: 


•  500-acre  Department  of  the  Interior  parcel 

•  Tipton  Army  Airfield 

•  Active  Sanitary  Landfill  parcel 

An  Enhanced  Preliminary  Assessment  was  completed  in  October  1989.  The  findings  indicated 
diat  the  potential  for  die  presence  of  unexploded  ordnance  (UXO)  exists  anywhere  on  the  Fort 
Meade  installation.  The  recommendation  of  the  assessment  was  to  conduct  a  survey  to  locate 
and  remove  UXO  prior  to  the  release  of  the  property  from  U.S.  Army  control.  This  r^rt  details 
the  results  of  a  survey  to  further  quantify  the  amoimt  of  UXO  remaining  on  the  1,400-acre  parcel. 

This  report  was  prepared  in  accordance  with  the  requirements  of  Data  Item  Descr^on  DI-S- 
10241  to  Contract  No.  DAAA15-91-D-0015.  The  report  describes  the  results  of  the  UXO  survey 
conducted  on  the  1,400-acre  parcel. 
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2.0  Discussion 


The  objective  of  this  UXO  survey  was  to  assess  the  amount  of  UXO  remaining  on  the  Fort 
George  G.  Meade  1,400-aae  parcel.  This  was  accomplished  by  locating,  identifying,  recording, 
and  removing  UXO,  within  speci&c  parameters,  from  the  UXO  survey  area. 

The  1,400-acre  parcel  consists  of  three  separate  zones  that  were  treated  as  distinct  woric  zones. 
The  locations  of  diese  three  zones,  die  500-acre  Department  of  the  Interior  pared,  Tqrton  Army 
Airfield,  and  the  Active  Sanitary  Landfill  parcel,  ate  shown  in  Figure  1.  The  Aree  work  zones 
were  designated  as  work  zones  A,  B,  and  C,  respectively. 

2.1  Project  Tasks  Common  to  All  Work  Zones 

In  general,  Ae  UXO  survey  was  accomplished  by  performing  Ae  following  tasks: 

•  Dividing  Ae  work  zone  into  smaller  and  more  manageable  subareas 

•  Delineating  Ae  boundaries  of  wetlands  and  endangered  flora  and  fauna 

•  Removing  dense  vegetation  Aat  impeded  Ae  survey 

•  Inspecting  Ae  entire  woric  zone  for  surface  and  near-surface  metallic  objects  using 
low-sensitivity  magnetometers.  Areas  excluded  from  Ais  procedure  were  Ae  sites  of 
buildings,  paved  surfaces,  and  inaccessible  areas  such  as  impassable  wetlands. 

•  Accessing  and  identifying  all  metallic  items,  located  wiA  Ae  low-sensitivity 
magnetometer,  to  a  depA  of  six  inches.  Areas  excluded  from  this  requirwnent  were 
all  landfills. 

•  Accounting  for  all  UXO  removed  until  properly  disposed  of  by  a  U.S.  Army  EOD 
Unit 

•  Performing  field  quality  control  surveys  to  ensure  that  all  portions  of  each  subarea 
were  Aoroughly  surveyed 

•  Recording  and  documenting  Ae  results  of  Ae  survey  on  field  records  and  site  maps 
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•  Monitoring  and  documoiting  the  seismic  and  audio  impact  of  UXO  disposal 
detonations. 

The  following  sections  describe  the  performance  of  each  of  these  gmeral  project  tasks  in  greater 
detail. 

2.1.1  Dividing  Work  Zones  livto  Subareas 

The  three  woik  zones  were  too  large  to  be  manageable  when  viewed  as  a  whole  unit.  The  terrain 
and  vegetation  features  are  extremely  variable,  making  it  difficult  to  characterize  the  work  zone 
as  a  whole.  Also,  common  reference  points  were  needed  to  direct  daily  field  operations.  For 
these  reasons  the  work  zones  were  furdier  divided  into  subareas  of  sq^roximately  25  acres. 

The  subareas  are  referenced  by  an  alphanumeric  designator  in  which  the  letter  designates  the 
work  zone  and  the  number  indicates  the  subarea  within  the  work  zone.  For  example,  subarea  B- 
12  indicates  subarea  12  within  work  zone  B. 

The  subarea  boundaries  were  maiked  in  the  field  using  highly-visible  surveyor’s  flagging  t^>e 
and  were  m^>ped  using  the  m^ing  methods  described  in  section  2.1.8. 

2.1.2  Delineating  Wetland  Boundaries  and  Endangered  Species  Habitat 

The  entire  projea  site  was  inspected  to  locate  wetlands  and  endangered  species  habitat.  Each 
work  zone  was  inspected  just  prior  to  commencement  of  the  UXO  survey  in  that  zone. 

The  wetlands  were  delineated  using  the  methods  outlined  in  the  January  1989  "Federal  Manual 
for  Identifying  and  Delineating  Jurisdictional  Wetlands."  The  approach  to  wetland  identification 
outlined  in  the  "Federal  Manual"  onploys  the  three  parameters  of  vegetation,  soils,  and  hydrology 
to  define  and  identify  wetlands. 

Two  endangered  species,  the  bald  eagle  and  tickseed  sunflower,  were  identified  as  inhabiting 
portions  of  Fort  Meade  in  the  document  ’Technical  Report  for  Proposed  Ordnance  Qearance  at 
Fort  George  G.  Meade"  pr^ared  by  ICF  Technology  in  March  1991.  During  the  comment 
period  for  an  Environmental  Impact  Statement,  the  presoice  of  a  species  of  tiger  beetle  (Cicindela 
scuteUaiis  nigifions)  was  noted  in  the  area  of  T^on  Army  Airfield. 
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At  the  time  of  project  field  mobilization  the  location  of  all  bald  eagle  nests  on  Fort  Meade  were 
known  and  documented.  No  nests  were  located  on  or  near  the  1,400-acre  area  that  is  the  subject 
of  this  report.  The  suspected  locations  of  the  other  two  widangeied  species  were  mspected  by 
an  IT  biologist  just  prior  to  beginning  field  operations  in  each  work  zone.  Only  the  tiger  beetle 
was  located  in  subareas  B-8  and  B-9.  These  areas  were  marked  with  flagging  tape  and  were  not 
surveyed  during  the  warm  months  diat  constitute  die  active  period  for  die  tiger  beede.  They  were 
carefuUy  surveyed  during  the  coldest  months  of  winter  when  die  tiger  beede  is  dormant  and  in 
hibernation. 

2.1.3  Vegetation  Removal 

Vegetation  removal  was  required  in  all  three  work  zones  in  order  for  the  survey  teams  to  gain 
access  to  perform  the  UXO  survey.  This  conflicted  with  organizations  concerned  with  the 
environmental  sensitivity  of  the  area,  which  was  especially  true  in  die  500-acre  Department  of 
the  Interior  parcel.  Some  individuals  and  organizations,  including  the  Department  of  die  Interior, 
were  concerned  with  the  environmental  sensitivity  of  Fort  Meade,  especially  the  500-acre 
Department  of  the  Interior  parcel,  and  argued  against  vegetation  clearance. 

A  compromise  approach  to  vegetation  removal  was  accepted  whereby  first  generation  thorny 
vegetation,  such  as  greenbriar,  would  be  removed  using  both  manual  cutting  tools  and  powered 
hand  tools  such  as  chainsaws  and  weed  cutters.  Only  the  minimum  amount  of  vegetation 
removal  required  for  conducting  the  UXO  survey  was  completed.  Other  restrictions  on 
vegetation  removal  applicable  only  to  the  500-acre  Department  of  the  Interior  parcel  are 
discussed  in  section  2.2.1. 

2.1.4  UXO  Survey 

The  entire  project  area  was  surveyed  for  the  presence  of  surface  and  near-surface  metallic  objects 
except  for  the  following  areas,  which  were  excluded  from  the  UXO  survey: 

•  Inaccessible  areas 

•  Buildings 

•  Paved  surfaces 

Areas  considered  to  be  inaccessible  differ  firom  buildings  or  paved  surfaces  in  that  they  are 
inaccessible  for  reasons  other  tfian  being  the  site  of  a  building  or  paved  surface.  Another  type 
of  obstruction,  such  as  extremely  dense  vegetation  that  was  not  subject  to  removal,  a  surface 
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debris  pile,  or  standing  water,  prevented  complete  access  by  the  survey  team  for  the  100  percent 
surface  survey.  These  areas  are  indicated  on  the  subarea  mq)s  in  ^>pendix  A,  B,  and  C  as 
"Impassable  Areas". 

Schonstedt  low-sensitivity  magnetometers  were  used  to  detect  metallic  objects  die  UXO 
survey  team.  This  team  of  UXO  specialists,  provided  by  project  subcontractor  UXB 
International,  Inc.  of  Chantilly,  Virginia,  traversed  each  subarea  in  a  systematic  pattern  while 
maintaining  a  line  abreast  pattern  and  spacing  of  four  feet  which  is  dose  enough  to  ensure  that 
adjacent  search  areas  overltpped.  The  UXO  qiecialist  on  one  end  was  designated  as  the  guide 
and  all  other  members  of  the  survey  team  were  re^ionsible  for  maintaining  their  pace  with  the 
guide.  A  supervisor  was  responsible  for  observing  the  operation  to  ensure  that  proper  pacing 
was  maintained. 

The  magnetometers  were  swept  in  a  back-and-forth  motion  to  detea  metallic  objeas.  The 
audible  signal  emitted  by  the  magnetometer  signaled  the  presence  of  a  metallic  objea.  If  the 
metallic  object  was  not  readily  visible  on  the  siuface,  die  UXO  specialist  would  mark  the  objea’s 
location  by  inserting  a  pin  flag  in  the  ground.  The  location  of  the  metallic  objea  was  then  noted 
for  later  reference  by  the  excavation  team.  UXO  located  by  the  surface  team  were  also  marked 
and  noted  for  later  disposition. 

An  additional  subsurface  UXO  survey,  to  a  depth  of  five  feet,  was  conducted  on  10  percent  of 
woric  zone  B  using  the  high-sensitivity  magnetometer.  This  10-percent  subsurface  survey,  based 
on  one-meter-wide  survey  lanes  with  their  centers  spaced  ten  meters  apart,  also  served  as  the 
quality  control  survey  for  the  preceding  surface  UXO  survey.  Any  UXO  located  by  the 
subsurface  survey  team  within  the  first  six  inches  constituted  a  quality  control  failure,  triggering 
the  resurvey  of  die  entire  subarea.  The  subsurface  survey  is  described  in  more  detail  in  section 
2.2.2. 

2.1.5  UXO  Excavation 

Each  subsurface  metallic  object  deteaed  by  the  surface  survey  team  was  hand-excavated,  to  a 
maximum  depth  of  6  inches,  to  determine  its  identification.  Non-UXO  items  were  removed 
firom  the  site  and  the  hole  was  immediately  backfilled.  UXO  were  identified,  recorded  and 
moved  to  a  secure  holding  area  if  they  were  safe  to  be  moved.  UXO  that  were  not  safe  to  be 
moved  were  left  in  place  for  disposal  by  military  EOD  persoimel. 
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Detected  metallic  objects  were  excavated  using  proven  methods  of  UXO  hand  excavation. 
Section  2.2.2  describes  deeper  excavation  that  to<dc  place  in  work  zone  B  where  10  percent  of 
the  zone  was  surveyed  with  a  high-sensitivity  magnetometer  and  detected  objects  were  excavated 
to  a  depth  of  five  feet. 

2.1.6  UXO  Accountability 

Infonnadon  concerning  each  UXO  located  by  the  survey  teams  was  altered  into  the  project  UXO 
accountability  system.  Each  UXO  was  assigned  a  sequential  identification  number  and  all  data 
pertaining  to  the  UXO  was  recorded  in  a  UXO  accountability  log.  The  UXO  accountability  log 
was  used  to  track  the  fate  of  each  UXO  until  its  final  disposal  by  military  EOD.  All  UXO 
located  during  the  project  are  listed,  by  sequential  accountability  number,  on  the  Detailed  Data 
Rqiorts  that  are  included  with  Appendices  A,  B,  and  C  of  this  report. 

2.1.7  Field  Quality  Control 

Quality  control  UXO  surveys  were  conducted  to  ensure  the  completeness  and  accuracy  of  the 
UXO  survey.  In  work  zones  A  and  C,  where  UXO  surveys  were  conducted  widi  only  the  low- 
sensitivity  magnetometer  and  excavation  of  suspected  UXO  was  limited  to  a  depth  of  six  inches, 
the  quality  control  survey  was  conducted  using  a  Foerster  Ferex  high-sensitivity  magnetometer. 
One-meter- wide  quality  control  survey  lanes  were  established  with  dreir  centers  ten  meters  apart. 
These  lanes  were  surveyed  with  the  high-sensitivity  magnaometer  and  metalhc  objects  detected 
were  excavated  to  the  required  depth  of  six  inches.  Any  UXO  located  within  the  first  six  inches 
during  the  quality  control  survey  constituted  a  quality  failure,  triggering  the  resurvey  of  the  entire 
subarea. 

A  subsurface  UXO  survey  was  conducted  in  work  zone  B  which  also  served  as  the  quality 
control  survey  for  the  work  zone  B  surface  survey.  The  work  zone  B  subsurface  UXO  survey 
was  also  conducted  on  10-percent  of  the  work  zone  area  as  previously  described. 


Quality  control  of  the  subsurface  survey  was  accomplished  by  resurveying  six-foot  wide  areas, 
the  centers  of  which  were  spaced  50  feet  apart,  using  the  high-sensitivity  magnetometer.  These 
Quality  Control  Points  were  orioited  at  a  90  degree  angle  to  die  subsurface  survey  lane  so  that 
the  Quality  Control  Point  was  coincident  with  the  subsurface  survey  lane.  Any  UXO  located 
within  five  feet  of  the  surface  constituted  a  quality  control  failure  and  triggered  the  resurvey  of 
the  entire  subsurface  survey  lane. 
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2.1.8  Recording  and  Documenting  the  Survey 

A  computerized  base  was  maintained  throughout  the  project  by  mining  and  data 
management  subcontractor  PAI  Advanced  Studies,  Inc.  of  Alexandria,  Virginia  The  satellite 
navigation  Global  Positioning  System  was  interfaced  with  their  data  management  system  to 
record  field  data,  including  m{q)ping  data.  The  project  mt^  woe  produced  utilizing  this 
computer-maintained  information.  Data  maintenance  is  described  in  greater  detail  in  Section  3.0 
of  diis  report. 

2.1.9  Monitoring  UXO  Disposal  Detonadons 

The  seismic  and  audio  impact  of  all  UXO  disposal  detonations,  performed  by  die  U.S.  Army 
EOD  Unit,  were  monitored  and  recorded.  Two  Geosonics  SSU  2000  DK  seismogrqihs  were 
stationed  at  different  locations  within  one  mile  of  the  detonation  site.  The  presentation  of  the 
seismic  and  audio  data  is  explained  in  section  3.2  of  this  report. 

2.2  Work  Zone-Specific  Requirements 

The  statement  of  work  varied  for  the  three  work  zones  and  each  work  zone  had  traits,  .such  as 
topogrs^hy  and  vegetation,  that  distinguish  it  from  the  others  and  affected  the  performance  of 
the  survey.  The  specific  work  accomplished  in  each  work  zone  that  varies  from  die  previously 
described  tasks  common  to  all  work  zones  is  detailed  in  the  following  sections. 

2.2.1  500-acre  DeparUnent  of  the  Interior  Parcel  -  Work  Zone  A 

The  survey  was  performed  in  work  zone  A,  from  October  1992  to  June  1993.  Work  zone  A  has 
been  granted  to  die  Department  of  the  Interior  for  addition  to  the  Patuxent  Wildlife  Refuge  and 
representatives  from  the  refuge  controlled  the  type  and  amount  of  vegetation  that  was  removed 
to  gain  access  for  the  UXO  survey. 

The  only  type  of  vegetation  authorized  for  removal  by  Refuge  managers  was  greenbriar.  Because 
of  the  presence  of  odier  types  of  dense  vegetadon,  especially  mountain  laurel,  some  areas  were 
not  sufGciendy  accessible  for  die  performance  of  the  100-percent  surface  survey.  These  areas 
were  surveyed  as  thoroughly  as  possible  and  are  indicated  on  the  detailed  subarea  m^s  in 
Appendix  A  as  impassable. 

2.2.2  Tipton  Army  Airfield  -  Work  Zone  B 

This  was  the  first  zone  surveyed  from  February  1992  to  September  1992.  In  addition  to  the 
common  tasks  previously  described,  the  project  statement  of  woric  required  that  the  following 
tasks  specific  to  work  zone  B  be  performed: 
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•  Subsurface  UXO  survey  of  ten  percent  of  the  zone 


•  Excavation  of  identified  metallic  items  to  a  depth  of  five  feet 


The  following  sections  describe  these  two  tasks  that  were  unique  to  work  zone  B: 


Subsurface  UXO  Survey 

Although  the  entire  1,400-acre  parcel,  with  die  exception  of  the  specific  areas  previously 
described,  was  the  subject  of  a  UXO  survey  and  excuvation  to  a  depth  of  six  inches,  work  zone 
B  received  an  adHitinnal  UXO  survey  over  ten  percent  of  its  area.  This  is  referred  to  as  the 
subsurface  survey  because  it  was  accomplished  using  a  high-sensitivity  magnetometer  capable 
of  locating  metallic  objects  to  greater  d^ths.  The  subsequent  excavation  of  detected  metallic 
items  was  performed  to  a  depth  of  five  feet. 

The  subsurface  survey  was  conducted  over  ten  pox^nt  of  work  zone  B  by  establishing  subsurface 
survey  lanes.  These  one-meter-wide  lanes  were  parallel  to  each  other  with  the  carter  of  the  lanes 
spaced  ten  meters  ipart.  The  lanes  were  physically  marked  with  wooden  stakes  prior  to  the  start 
of  the  survey.  The  established  lanes  were  surveyed  with  a  Foerster  Ferex  high-sensitivity 
magnetometer  and  each  detected  metallic  item  was  marked  with  a  pin  flag  for  subsequent 
excavation. 

2.2.2.2  Excavation  to  Five  Feet 

Excavation  of  metallic  objects  located  during  the  subsurface  survey  was  initially  conducted  by 
hand  as  previoudy  described.  If  the  excavation  reached  a  depth  where  hand  excavation  was  no 
longer  efficient,  depending  on  the  depth  of  the  item  and  the  soil  conditions,  the  excavation  was 
abandoned  until  a  sufficient  number  of  de^  metallic  items  were  identified  to  warrant  using  a 
backhoe  to  complete  the  excavation.  All  UXO  discovered  during  the  subsurface  excavation  were 
identified,  recorded,  and  handled  as  previously  described. 

2^.3  Active  Sanitary  Landfill  Parcel  -  Work  Zone  C 

The  UXO  survey  was  conducted  in  woik  zone  C  from  September  1992  to  October  1992.  This 
work  zone  was  dominated  by  the  active  sanitary  landfill,  which  was  not  subject  to  the  UXO 
survey.  However,  inactive  portions  of  the  landfill  wwe  treated  as  all  other  inactive  landfill  sites. 
That  is,  they  were  surveyed  with  low-sensitivity  magnetometers  and  all  metallic  itons  on  the 
surface  were  identified  and  UXO  was  removed.  Areas  of  work  zone  C  that  were  not  actually 
part  of  the  landfiU  received  excavation  of  suspected  UXO  to  a  depth  of  six  inches. 


EDlS/6-94/ENG/D1042rpt 


2-7 


3.0  Documentation 


The  results  of  the  previously -described  field  activities  are  documented  in  the  ^)paidices  to  this 
report.  All  of  the  information  documenting  the  work  conducted  in  any  woik  zmie  is  contained 
in  the  £9>pendix  with  die  corresponding  letter  designator.  Specifically,  each  appendix  contains 
the  following  sections: 

•  Detailed  Data  Report 

•  Seismic  Data 

•  Site  Mt^s 

The  contents  of  diese  three  sections  are  described  in  the  following  sections. 

3.1  [Mailed  Data  Report 

The  Detailed  Data  Rqiort  is  a  tabular  listing  by  area  of  every  UXO  discovered  during  the  project. 
Each  UXO  is  listed  in  series  according  to  the  UXO  identification  number  that  was  assigned  to 
it  immediately  upon  its  discovery.  The  UXO  identification  number  was  used  to  track  the  UXO, 
within  the  field  UXO  accountability  system,  until  that  UXO  was  digiosed  of. 

The  following  information  for  each  UXO  is  listed  on  the  Detailed  Data  Report: 

•  ro  -  The  identification  munber  assigned  to  the  UXO  for  tracking  and  accountability 

•  Category  -  One  of  the  following  ordnance  categories  was  used  to  describe  each  UXO: 

Project  -  Projectile 
Grenade 

Pyrotec  -  Pyrotechnic  device 
Bomb 

Lmine/B  -  Land  mine  or  booby  tn^ 

•  Type  -  A  description  of  the  item  indicating  the  specific  MK  or  M  number,  if  known, 
or  the  size  of  the  item  if  the  specific  MK  or  M  designator  is  not  known 

•  Fuze  -  The  type  of  fiize  on  the  UXO.  A  blank  ^ace  indicates  that  the  fuze  was  not 
present.  Abbreviations  used  for  fuze  type  are: 
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IMINT  -  Impact  inertia 

Powde  -  Powder  train  delay  time  fuze 

BASE  -  Base  detonating 

PD  -  Point  detonating 

•  Filler  -  The  type  of  hazardous  filler  contained  in  the  UXO.  A  blank  ^ace  indicates 
that  no  filler  was  present  with  the  item.  Abbreviations  used  for  filler  type  are: 

HE  -  High  o^losive 
ILUM  -  Illumination  pyrotechnic 
SMOKE  -  Smoke  producing 
RC  -  Riot  control  and  irritants 

OTHER  -  None  of  the  above.  This  entry,  if  used,  is  further  explained  in  the  remarks 
section. 

•  Status  -  hidicates  the  disposition  of  the  UXO.  All  UXO  were  either  blown  in  place 
(Blown  in),  by  the  U.S.  Army  EOD  unit,  or  tranq>orted  to  the  designated  UXO 
disposal  area,  located  outside  of  this  project  area,  for  disposal  by  the  U.S.  Army  EOD 
unit  (GVT/EOD). 

•  RMRK  -  Indicates  whether  or  not  a  remark  pertains  to  tiiat  specific  UXO.  A  blank 
space  indicates  diat  there  is  no  remark.  An  "R"  indicates  that  there  is  a  remark 
concerning  that  specific  UXO  on  the  last  page  of  the  Detailed  Data  Report.  Remarks 
are  listed  by  the  UXO  identification  number. 

•  Trait  -  hidicates  the  depth  range  where  the  UXO  was  located.  The  following  depth 
ranges  were  used: 

Surface 
From  1"  to  6" 

From  7"  to  24"  (Work  zone  B  only) 

From  25"  to  60"  (Work  zone  B  only) 

•  Latitude  and  Longitude  -  hidicates  the  latitude  and  longitude  where  the  UXO  was 
located. 
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3.2  Seismic  and  Audio  Monitoring  Data 

This  section  of  each  iqjpendix  p-esents  the  seismic  and  audio  monitoring  data  recorded  during 
UXO  disposal  detonations.  All  disposal  detonations  were  recorded  since  the  issuance  of  contract 
modification  number  1  in  June  1992. 

The  seismic  and  audio  data  is  presented  in  two  formats.  First,  the  information  is  presented  in 
a  tabular  format  documenting  the  following  data: 

•  Area  -  The  work  zone  (A,  B,  or  C)  where  the  detonation  occurred 

•  Subarea  -  The  subarea  where  the  detonation  occurred 

•  Event  #  -  A  serialized  number  of  the  detonation  used  to  identify  the  tabular  data, 
presented  in  this  table,  with  the  corresponding  graphic  data  presented  in  the  following 
portion  of  this  section  of  the  appendix. 

•  Serial  #  -  The  serial  number  of  the  seismograph  recording  unit  used 

•  LAT  -  Latitude  of  the  seismogr^h  unit 

•  LONG  -  Longitude  of  die  seismograph  unit 

•  Time  -  The  time  of  the  detonation  event 

•  Date  -  The  date  of  the  detonation  event 

•  Sound  -  The  recorded  sound  level  of  the  event  recorded  in  decibels  (dB) 

•  Seismic  -  The  seismic  vibration  level  of  the  event  recorded  in  inches  per  second 
(in/sec) 

•  N.E.W.  -  The  net  explosive  weight,  in  pounds  Gbs),  of  the  UXO  being  disposed  of 

•  O.C.  -  The  operational  charge,  in  lbs,  of  explosive  used  to  initiate  the  disposal 
detonation. 
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The  grj^hic  information  that  follows  the  tabular  data  are  ct^ies  of  the  seismograph  readout  strips 
taken  from  the  seismogiaph  unit  after  recording  die  detonation  event.  The  event  number  (#), 
time,  and  unit  serial  number  given  in  the  tabular  data  can  be  used  to  locate  the  graphic 
reiM^sentation  of  the  detonation  event  to  verify  the  accuracy  of  the  tabular  data. 

3.3  Detailed  Subarea  Data  and  Maps 

The  detailed  subarea  data  includes  site  mt^  and  associated  information  sheets  that  are  the 
primary  method  of  documentation  of  the  UXO  survey.  The  following  sections  describe  the 
presentation  of  information  in  this  section  of  the  tqipmidices. 

3.3.1  Survey  Data  Sheets 

Each  set  of  subarea  mi^s  is  preceded  by  one  double-sided  survey  data  sheet.  Side  one  contains 
general  daia  concerning  the  subarea  UXO  survey  and  the  (piality  assurance  inspection.  Side  two 
contains  subarea  topographical  information  and  a  quantitative  listing  of  UXO  discovered  by  type 
and  depth. 

The  following  specific  information  is  included  cm  data  sheet  side  one: 

•  Work  zone  name,  letter  designator,  and  subarea  number 

•  Survey  data  including  total  acreage  surveyed  and  number  of  UXO  items  located  widiin 
each  depth  layer 

•  Number  of  ordnance-related  items  located.  Ordnance-related  items  are  nonhazardous 
items  that  are  closely  associated  widi  UXO.  Their  presence  indicates  the  use  of 
ordnance  in  the  vicinity.  Examples  of  ordnance-related  items  are  inert  and  practice 
ordnance  that  have  fimctitmed  as  designed  and  are  no  longer  hazardous,  hand  grenade 
pins  and  q>oons,  small  arms  shell  casings,  and  fuzes  from  projectiles  that  functioned 
as  designed  and  are  no  longer  hazardous. 

•  Metallic  contacts  remaining  below  six  inches.  TTiis  number  indicates  the  amount  of 
detected  metallic  items  that  were  not  excavated  because  they  were  deeper  than  the 
excavation  limit  of  six  inches. 
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•  Non-ordnance  items  are  metallic  scr^  items  that  were  recovered.  A  high 
concentration  of  non-ordnance  items  related  to  a  low  number  of  UXO  detected  may 
indicate  a  low  probability  that  the  remaining  metallic  contacts  below  six  inches  are 
UXO. 

•  Total  contacts  are  the  number  of  metallic  items  detected  during  the  subarea  survey  or 
the  sum  of  all  of  the  previously-described  data  elements. 

•  Quality  Assurance  data  including  the  total  acreage  surveyed,  die  results  of  the 
inspection,  and  the  results  of  a  reinspection  if  required. 

Data  sheet  side  two  includes  the  following  information: 

•  The  work  zone  and  subarea  designator 

•  The  total  acreage  of  the  subarea.  This  may  indicate  that  die  subarea  is  larger  than  the 
acreage  surveyed,  as  given  on  page  one,  because  the  total  acreage  of  the  subarea 
includes  areas  such  as  buildings  and  paved  roads  that  were  not  surveyed. 

•  Descriptions  of  the  subarea  terrain,  wetlands,  historical  sites,  endangered  species, 
landfills,  impassable  areas,  and  uncharacterized  sites. 

•  A  summary  of  UXO  by  type,  quantity,  and  depth  layer. 

3.3^  Subarea  Maps 

The  data  used  to  develop  the  subarea  maps  was  maintained  in  information  layers  that  were 
combined,  when  printed,  to  display  the  desired  data.  The  following  is  a  list  of  the  information 
layers  maintained: 

Infonnation  Laver  #  Description 

1  Subarea  Boundaries 

2  UXO  Found  on  the  Surface 
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Infonnation  Laver  #  Description 


3  UXO  Found  Below  the  Soiface  But  Less  Than  6”  Deep 

4  UXO  Found  Between  T  and  24"  (Zone  B  Only) 

5  UXO  Found  Between  25"  and  60"  ^one  B  Only) 

6  Subsurface  Survey  Lanes  G^ne  B  Only) 

7  Areas  Containing  High  Concentrations  of  Metallic  Contacts  Below  6" 
(Located  During  die  Surface  Survey  but  Not  Excavated) 

8  Areas  Containing  Concmtrations  of  Ordnance-Related  Items 

9  Uncharacterized  Sites  (Small  Burial  Sites  or  Other  Non-Ordnance 

related  items  of  possible  interest) 

10  Wetlands  and  Endangered  Species  Habitat 

1 1  (^ality  Assurance  Lanes  (Zone  B  Only)  and  Quality  Assurance  Check 
Points 

12  Inaccessflile  Areas 

13  Landfill  Boundaries 

The  objective  of  the  surface  and  subsurface  UXO  survey  teams  was  to  locate  ferrous  metallic 
objects  and  record  die  location  and  d^th  of  UXO  on  the  project  site.  This  data  was  recorded 
on  information  layers  2,  3,  4  (work  zone  B  only),  5  (work  zone  B  only),  and  6  (work  zone  B 
only).  The  UXO  survey  teams  also  detected  the  additional  data  recorded  on  information  layers 
7,  8,  9,  12.  and  13. 


Subarea  boimdaries  (information  layer  1)  were  mariced  in  the  field  by  mapping  persormel.  IT 
Biologists  marked  the  boundaries  of  areas  included  in  information  layer  10  which  were  later 
recorded  using  the  global  positioning  system.  The  data  for  information  layer  1 1  was  compiled 
by  die  quality  assurance  team. 

When  viewing  the  subarea  maps,  the  reader  should  note  that  the  information  layers  are  selectively 
tqiplied  to  die  mrqis  to  display  only  die  desired  information.  The  information  displayed  on  any 
m2q>  can  easily  be  determined  by  cTamining  the  map  legend.  Although  all  information  layer  titles 
are  displayed  in  all  subarea  map  legends,  an  information  layer  is  displayed  on  die  map  only  if 
the  m^  symbol  is  present. 
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For  example,  one  cannot  determine  if  there  are  wetlands  in  a  subarea  by  examining  a  Map  #1 
because  the  symbol  for  wetlands  does  not  qjpear  in  the  legend  and,  therefore,  wetlands  are  not 
displayed  on  that  mt^.  Wetlands  arc  displayed  on  any  #4,  as  evidenced  by  the  symbol  for 
wetlands  {q}pearing  in  die  legend,  and  if  no  wetlands  t^tpear  on  a  M{q>  #4  then  no  wetlands  were 
noted  in  the  subarea. 


The  following  is  a  description  of  the  information  contained  on  each  of  the  four  subarea  maps: 


3.5.2.  t  Subarea  Map  ^1 

Subarea  #1  displays  information  layers  1, 2, 3, 4  (work  zone  B  only),  5  (woric  zone  B  only), 
6  (work  zone  B  only),  11,  12,  and  13.  This  map  displays  an  overview  of  the  survey  and  shows 
the  location  and  depth  of  all  UXO  located  within  the  subarea.  It  also  shows  the  location  of 
buildings,  paved  areas,  impassable  areas,  and  identified  landfills.  These  maps  are  identified  as 
Mq)  #1  and  as  Figure  X-Y-1,  where  X  is  the  identifier  of  the  work  zone  (A,  B,  or  C),  Y  is  the 
number  corresponding  to  the  number  of  the  subarea,  and  1  identifies  Map  #1. 

3.3.2.2  Subarea  Map  #2 

Subarea  Map  #2  displays  information  layers  1, 2, 3, 4  (work  zone  B  only),  5  (woik  zone  B  only), 
and  7.  This  map  displays  die  UXO  that  was  located,  its  depth,  and  areas  of  high  concentrations 
of  metallic  contacts  below  6  inches.  The  number  of  unexcavated  metallic  items  is  shown  within 
the  shaded  area  denoting  a  high  concentration  of  subsurface  metallic  items. 

It  should  be  noted  that  not  every  subsurface  metallic  contact  deeper  than  six  inches  was  recorded. 
Only  subsurface  metallic  contacts  that  formed  a  grouping  or  cluster  indicative  of  a  former  target 
or  disposal  area  were  counted  and  recorded.  The  purpose  of  this  was  to  identify  areas  containing 
large  amounts  of  subsurface  metal  that  may  be  expected  to  contain  some  UXO  if  surface  UXO 
and  ordnance-related  items  were  discovered  in  die  area.  Also,  since  the  individual  subsurface 
objects  counted  in  this  category  were  not  investigated,  it  is  possible  that  any  subsurface  object 
detected  is  actually  multiple  objects  spaced  very  closely  together.  These  m^s  are  identified  as 
Mq)  #2  and  as  Figure  X-Y-2,  where  X  is  the  identifier  of  the  work  zone  (A,  B,  or  C),  Y  is  the 
number  corresponding  to  the  number  of  the  subarea,  and  2  identifies  Map  #2. 

If  the  subarea  did  not  contain  any  areas  of  high  concentrations  of  unexcavated  metallic  contacts 
deeper  than  six  inches.  Map  #2  is  rqilaced  by  a  page  marked  "This  page  replaces  Figure  *'X-Y- 
2."  There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area." 
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3.3^.3  Subana  Map  #3 

Subarea  Map  #3  displays  the  same  information  layers  as  Subarea  Map  #2  and  adds  information 
layer  8.  This  enables  die  viewer  to  observe  the  location  and  depth  of  UXO,  along  with  the 
location  of  grmips  of  remaining  subsurface  metallic  contacts  and  ordnance-related  items  such  as 
functioned  fiizes,  hand  grenade  spoons,  and  projectile  bodies.  These  mq>s  are  identified  as  M^ 
#3  and  as  Figure  X-Y -3,  where  X  is  the  identifier  of  the  work  zone  (A,  B,  or  C),  Y  is  the  number 
corresponding  to  die  number  of  the  subarea,  and  3  idoitifies  Mq>  #3. 

If  the  subarea  did  not  contain  any  ordnance  related  items.  Map  #3  is  replaced  a  page  marked 
**This  page  replaces  Figure  X-Y-3.  There  are  no  High  Concentration  Areas  of  Ordnance  Related 
Items  located  in  this  survey  area." 

3.3.2.4  Subarea  Map  44 

Subarea  Map  #4  contains  information  layers  1,  9,  and  10.  These  information  layers  record  areas 
of  possible  interest,  such  as  wetlands,  environmentally  sensitive  areas,  and  small  scrap  burial 
areas  and  surface  obstructions,  that  affected  the  performance  of  the  survey.  These  mqis  are 
identified  as  Map  #4  and  as  Figure  X-Y-4,  where  X  is  the  identifier  of  the  work  zone  (A,  B,  or 
C),  Y  is  the  number  corresponding  to  the  number  of  the  subarea,  and  4  identifies  Mtp  #4. 

If  a  subarea  did  not  contain  information  pertaining  to  information  layers  9  and  10  this  mtp  is 
rqilaced  by  a  page  marked  "This  page  replaces  Figure  X-Y-4.  There  are  no  Uncharacterized 
Sites.  Wetlands.  Historical  Sites,  and  Endangered  Species  areas  located  in  this  survey  area." 

3.3.3  pacific  Requirements  and  Exceptions  to  Subarea  Maps 

Each  work  zone  had  some  specific  characteristics  or  requirements  that  affected  the  development 
of  the  subarea  maps.  These  specific  exceptions  to  standard  m^ing  procedures  may  be  noted 
by  the  reader  and  are  explained  in  the  following  sections. 

3.3.3.1  Work  Zone  A  Specific  Requirements  and  Exceptions 

The  western  boundary  of  work  zone  A  was  in  doubt  when  the  base  mips  (information  layer  1) 
were  prepared.  Because  of  this,  and  in  order  to  ensure  that  a  sufficient  section  of  the  property 
was  converted  to  die  digitized  mtp  format,  the  potential  western  boundary  was  moved  fartiier 
westward  to  encompass  any  final  determination  of  the  boimdary  location.  When  the  western 
boundary  determination  was  received  it  was  noted  that  potential  subareas  1,  6, 15,  and  22  were 
not  included  in  the  survey.  Therefore,  no  woik  was  done  and  no  m^s  were  produced  for  these 
four  subareas. 
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Also,  due  to  the  irregular  shq>e  of  the  boundaries  of  work  zone  A,  some  subareas  consisted  of 
a  small  comer  or  wedge  of  pr(q>eity  that  was  attached  to  its  neighboring  subarea.  In  these 
instances  the  small  wedge  of  property  is  displayed  as  attached  to  the  mtq)  of  the  larger  adjoining 
subarea.  The  following  is  a  list  of  the  specific  instances  where  this  was  done. 

•  Subarea  A-3  is  included  <m  the  mtps  for  subarea  A-4 

•  The  western  portion  of  subarea  A-6  is  included  on  the  mips  for  subarea  A-S 

•  The  eastern  portion  of  subarea  A-6  is  included  on  the  mips  for  subarea  A-7 

•  Subarea  A-26  is  included  on  the  maps  for  subarea  A-19 

•  Subarea  A-27  is  included  on  the  maps  for  subarea  A-20. 


3.3.3.2  Work  Zone  B  SpecWc  Requirements  and  Exceptions 

As  a  result  of  experience  gained  in  work  zone  B,  the  site  of  the  initial  field  work  on  the  project, 
some  changes  in  die  mqping  techniques  were  implemented  in  zones  A  and  C.  The  major 
change  implemented  after  the  completion  of  work  zone  B  was  the  equal  and  regular  division  of 
subareas  into  square  sections. 

During  the  performance  of  mipping  in  work  zone  B,  existing  landmarks,  such  as  roads,  buildings, 
fences,  and  streams,  were  used  to  define  the  subarea  botmdaries.  During  mq>  production  it  was 
discovered  that  these  irregular  subarea  stupes  created  two  problems. 

First,  the  orientation  of  the  mtp  sometimes  had  to  be  changed  to  fit  it  on  the  11”  x  17"  p^r 
used.  This  requires  die  reader  to  note  the  north  indication  arrow  in  order  to  und^stand  the  map 
orientation  of  work  zone  B  m^.  In  the  other  two  work  zones  the  north  indication  arrow  always 
points  toward  the  top  of  the  page. 

The  second  problem  was  that,  because  of  the  varying  sizes  of  the  subareas,  the  m^  scale  varies 
among  subareas  in  woric  zone  B.  The  scale  also  varies  slighdy  in  the  other  two  work  zones  but 
not  nearly  as  much  as  in  work  zone  B.  The  reader  should  refer  to  the  overall  work  zone  m^s 
preceding  each  subarea  information  data  sheet  or  the  overall  work  zone  B  mrps  in  Figures  4,  5, 
and  9  to  determine  the  proportional  size  of  a  work  zone  B  subarea. 
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3.3.3.3  Work  Zone  C  Specific  Requirements  and  Exertions 

Woik  zone  C  is  dominated  by  the  presence  of  the  active  sanitary  landfill.  This  is  marked  on  the 
subarea  m^s  with  the  same  symbol  and  shading  as  aU  of  the  inactive  landfills  located  in  other 
work  zones.  The  active  sanitary  landfill  is  distinguished  from  the  odier  formerly-used  landfills 
on  the  site  by  inserting  die  words  "Active  Landfill"  within  die  shaded  area. 

A  small  0.1-acre  area  known  as  the  "pumping  station"  is  included  as  part  of  work  zone  C 
although  it  is  not  physically  connected  to  work  zone  C.  The  location  of  the  pumping  sratinn  is 
shown  on  Figure  1  and  referenced  as  subarea  C-17. 
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4.0  Summary  and  Conclusions 


4.1.  Slunmary 

This  technical  rqiort  details  the  results  of  the  UXO  survey  conducted  at  the  Fort  George  G. 
Meade  1,400-acre  parcel  consisting  of  the  following  three  main  woik  sites: 

Work  Zone  A  -  500-acre  Department  of  the  Interior  Parcel 
Work  Zone  B  -  Tq>ton  Army  Airfield  Parcel 
Work  Zone  C  -  Active  Sanitary  Landfill  Parcel 

This  area  of  Fort  Meade  is  scheduled  for  closure  and  transfer  under  the  Defense  Authorization 
Amendments  and  Base  Closure  and  Realignment  Act  of  1988.  The  objective  of  this  project  was 
to  locate,  identify,  and  remove  unexploded  ordnance  (UXO)  on  the  1,400-acre  site. 

The  UXO  survey  was  conducted  from  February  1992  through  June  1993  and  consisted  of  surface 
and  subsurface  surveys.  The  surface  survey  was  accomplished  by  surveying  all  accessible  land 
surface,  divided  into  smaller  manageable  units  called  subareas,  using  low-sensitivity 
magnetometers.  Detected  subsurface  metallic  items  were  excavated  to  a  depth  of  six  inches  in 
all  areas  except  landfills.  Items  identified  as  UXO  were  blown  in  place  or  removed  and  disposed 
of  by  the  U.S.  Army  EOD  unit. 

The  subsurface  UXO  survey,  which  was  conducted  only  in  work  zone  B,  was  accomplished  by 
using  high-sensitivity  magnetometers  to  survey  parallel  one-meter-wide  lanes,  the  centers  of 
which  were  spaced  ten  meters  apart.  Suspected  UXO  were  excavated  to  a  depth  of  five  feet. 
The  purpose  of  the  10-petcent  subsurface  survey  was  to  determine  the  likely  extent  of  subsurface 
UXO  contamination. 

M^s  of  the  survey  area,  depicting  the  location  of  UXO,  were  produced  from  data  acquired  with 
electronic  navigating  and  recording  instruments.  Navigation  and  m^  data  gathering  was 
accomplished  using  the  global  positioning  system  satellite  constellation. 

Regular  field  quality  assurance  inspections  were  performed.  The  subsurface  survey  served  as  the 
quality  control  inflection  of  the  surface  survey  in  work  zone  B.  Any  UXO  located  by  the 
subsurface  survey  team  within  six  inches  of  the  surface  constituted  a  quality  deficiency.  Qualify 
deficiencies  were  corrected  by  repeating  the  surface  survey  over  the  deficient  subarea. 
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quality  of  *e  subsurface  survey  «as  assured  by  *e  iuspecdon  of  ^ 

Ajauce  «au.  which  resurveyed  a  sut-fbot-wide  are,  of  *e  suhsurfOce  survey  lar*.^  ^ 
of  which  were  ap^  fifty  fee.  apart.  Uicahou  of  UXO  widuu 

cunstinittd  a  quality  deficiency  which  was  conecttd  by  resurveyiiig  *e  ennre  subsurf 

lane. 

The  area  confining  fte  most  UXO  was  wo*  aoneB.  EMminattonof*edocun.e.^  forto 

wo*  aone  indica*  several  locafions  where  subsurfin*  UXO  are  likely  u.  remana 

been  observed  in  the  Unle  Pannten.  River  in  *e  area  of  *e  inhnsecnon  of  subareas  B-l .  B-  , 

and  B-17. 

Wo*  aone  C  coMained  relatively  few  UXO  and  cunenfly  presents  a  minimal  UXO  hamd.  Only 
wo  areas  comaining  a  significam  number  of  memllic  comacm  deeper  *an  sm  ^es  ^ 
demcmd  and  *e  invesrigarion  of  *ese  wo  small  areas  would  furdrnr  decrease  *e  potennal  UXO 

hazard  in  this  work  zone. 

wo*  aone  A  may  comain  residual  UXO  comaminadon,  Resulm  of  *e  UXO  survey  indicam  dm. 
there  are  several  areas  where  the  presence  of  subsurface  UXO  is  Ukely. 


4.2  Conclusions  »  ;o 

Whfle  reviewing  and  drawing  conclusions  ftom  the  Fort  Meade  UXO  survey  ptojec 

important  to  review  the  intended  objective  of  dm  project.  The  Fort  Meade  UXO  si^y  was 
designed  to  examine  the  extern  of  ordnance  contamination  remaining  on  the  subject  1 ,  acr 
The  For.  Meade  UXO  survey  was  no.  a  remediation  project  and  it  would  be  in^roptmm  m 
consider  any  of  the  subject  area  as  positively  firee  of  UXO. 


A  significant  number  (1,640)  of  UXO  hems  were  locared  and  removed  from  dm  sne  dur^  dm 
performance  of  dm  UXO  survey.  In  dm  Tipmn  Airfield  Parcel.  727  UXO  were  lo^  ^ 
removed  from  subareas  B-l  and  B-2  and  4S4  UXO  were  removed  from  subareas  B-3  and  B 

alone.  Aldmu^  dmse  areas  cannot  be  considered  fiee  of  UXO  h  is  obvious  dm.  dte  overaU 

safety  of  these  areas  has  been  signifleandy  improved  as  a  resuh  of  die  UXO  survey. 


Although  100  percem  of  accessible  areas  were  surveyed  to  a  depth  of  six  mdms,  h  s  o 
noted  that  small  solid  objects  in  the  ground  tend  to  migram  slowly  toward  the  ace  as  e 
result  of  fios.  heaving.  The  possibiUty  of  UXO  migrating  reward  dm  surface  can  be  expeemd 
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to  increase  with  the  passage  of  time  in  areas  where  UXO  was  found  during  the  10-percent 
subsurface  survey  and  where  subsurface  metallic  objects  below  six  inches  remain. 

Also,  most  areas  cannot  be  considered  safe  for  construction  excavation  without  additional 
subsurface  UXO  investigation.  Reference  to  figures  and  m!q>s  of  a  ^cific  subarea  can  assist 
in  determining  the  iq)propriate  action  required  prior  to  conducting  intrusive  activities. 

Figures  2, 4,  and  6  display  overall  views  of  work  zones  A,  B,  and  C  respectively  widi  wetlands, 
uncharacterized  sites,  and  endangoed  species  habitat  depicted.  Figures  3,  5,  and  7  show  the 
three  work  zones  with  aU  UXO  found  depicted  as  a  red  X,  regardless  of  depth  below  die  surface. 

Figures  8,  9,  and  10  display  the  three  work  zones  with  all  UXO  depicted  as  a  red  X  and  shaded 
areas  with  high  concentrations  of  uninvestigated  metallic  items  deeper  than  six  inches. 

The  following  is  an  analysis  of  the  results  of  the  UXO  survey  by  work  zone. 

4.2.1  Analysis  of  Work  Zone  A 

Portions  of  work  zone  A  appear  to  have  been  used  as  a  target  area  for  2.36-inch  and  3.5-inch 
anti-tank  rockets.  Many  of  the  2.36-inch  rockets  wore  explosively  loaded  but  all  of  the  3.5-inch 
rockets  were  inert  practice  rounds  and  were  recorded  as  ordnance-related  items  because  they  were 
not  hazardous. 

Mortars,  2.36-inch  rockets,  and  grenades  were  located  in  work  zone  A.  Four  areas  of  deeper 
UXO  contamination  stand  out  iqxm  examination  of  Figure  8.  Any  excavation  plaimed  for  the 
areas  containing  UXO  contamination  and  uninvestigated  subsurface  metallic  items  should  be 
preceded  by  a  UXO  clearance  to  at  least  the  deptii  of  planned  excavation. 


4.2.2  Analysis  of  Work  Zorte  B 

Work  zone  B  contained  the  most  UXO  and  was  the  most  complex  of  die  three  work  zones.  This 
work  zone,  which  includes  Tipton  Army  Airfield,  has  been  the  subject  of  numerous  construction 
projects  and  tqrpears  to  have  been  used  as  both  a  borrow  area  and  fill  area  especially  in  the 
eastern  portion.  It  is  possible  that  some  of  the  UXO  discovered  in  the  eastern  portion  of  work 
zone  B  were  imported  in  fill  material  during  the  construction  of  the  airfield. 
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By  far,  the  most  common  UXO  discovered  in  work  zone  B  was  the  2.36-inch  antitank  rocket. 
This  is  an  obsolete,  shoulder-fired,  high-explosive,  antitank  rocket  that  typically  was  fired  with 
a  flat  trajectory  by  a  standing  or  kneeling  soldier.  It  is  likely,  therefore,  that  this  weapon  did  not 
penetrate  the  ground  very  deq>ly  when  it  missed  the  target  and  failed  to  detonate. 

The  junction  of  subareas  B-3  and  B-4  and  the  junction  of  the  southern  portions  of  subareas  B-1 
and  B-2  were  heavily  contaminated  with  live  2.36-inch  rockets.  It  is  possible  that  more  2.36-inch 
rockets  remain  below  six  inches  in  the  B-3  and  B-4  subareas  possibly  due  to  fill  having  been 
placed  over  them  during  construction  of  the  airfield.  Subsurface  UXO  were  detected  in  these 
subareas  during  the  10-percent  subsurface  survey  and  there  are  also  a  large  number  of 
uninvestigated  subsurface  metallic  objects  deeper  than  six  inches  remaining  there.  Any 
excavation  planned  for  this  area  should  be  preceded  by  a  complete  subsurface  UXO  investigation 
of  the  excavation  site  and  the  surrounding  area. 

A  similar  situation  exists  in  the  southern  portion  of  subareas  B-1  and  B-2.  This  area  appears  to 
have  been  a  major  2.36-inch  rocket  target  area  and  contained  both  subsurface  UXO,  located 
deeper  than  six*  inches  during  the  10-percent  subsurface  survey,  and  a  large  "timber  of 
uninvestigated  metallic  items  deeper  than  six  inches.  This  area  is  bisected  by  the  T  ittle  Patuxent 
River.  The  marshy  cmiditions  frequently  found  in  this  area  probably  allowed  die  incoming 
rockets  to  penetrate  to  deeper  than  normal  depths. 

The  survey  team  also  observed  2.36-inch  rockets  in  die  Litde  Patuxent  River  in  this  area.  The 
river  itself  was  not  included  in  this  UXO  survey  and  the  rockets  still  remain  there.  They  may 
also  be  migrating  downstream  during  high  stream  flow  periods. 


Finally,  the  portion  of  subarea  B-14  diat  is  marked  as  impassable  debris  rq^ared  to  be  a  surface 
dump.  Danger  signs  were  posted  in  this  area  warning  against  digging.  No  excavation  was 
conducted  here  because  of  its  idendficadon  as  a  landfill. 


4.2.3  Analysis  of  Work  Zone  C 

Work  zone  C  was  the  least  contaminated  of  the  three  work  zones.  There  were  only  two  areas 

containing  significant  concentradons  of  uninvesdgated  subsurface  metallic  objects  in  work 
zone  C. 
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Two  special  areas  within  woik  zone  C  also  deserve  mention.  First,  there  are  two  ponds  located 
within  die  old  ammunition  Storage  point.  The  ponds  themselves,  one  located  in  subarea  C-6  and 
one  along  the  border  of  C-6  and  C-7,  were  not  included  in  the  survey  area.  Historically,  similar 
ponds  in  other  ammunition  storage  points  have  served  as  diq)Osal  sites  for  excess  ordnance. 

Also,  the  area  maiked  U-3  (uncharacterized)  in  subarea  C-6  was  disturbed  prior  to  the  UXO 
survey  and  ^ared  to  have  been  used  as  a  borrow  area,  possibly  for  the  active  sanitary  landfill. 
This  area  was  completely  and  successfully  surveyed  but  it  was  noted  by  site  workers,  at  a  later 
after  all  project  tasks  were  completed  in  work  zone  C,  that  this  area  appeared  to  have  been 
backjBlled  with  earth  from  an  unknown  source. 
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PAI-ASI  Sector  Detailed  Data  Report 
Identification  /  Location  of  Ordnance 
Fort  George  G.  Meade,  MD 


ID 

Category 

Type 

Fuze 

Filler 

Status 

Rmrk 

Trait 

Latitude 

ssscs: 

==== 

ssss 

**  — —  — 

Area:  A 

Sector:  05 

Team:  01 

01610 

Grenade 

Other  gren 

ILUM 

Blown  in 

R 

l"-6" 

39.086859 

01614 

Grenade 

Other  gren 

Powde 

PC 

Blown  in 

R 

1--6" 

39.087167 

Total  for  Ordnance  Count: 

2 

Area:  A 

Sector:  07 

Team:  01 

01616 

Grenade 

M8  SMOKE  G 

Powde 

SMOKE 

Blown  in 

R 

l"-6- 

39.087456 

Total  for  Ordnance  Count: 

1 

Area:  A 

Sector:  09 

Team:  01 

01658 

Grenade 

Other  gren 

SMOKE 

Blown  in 

R 

Surfac 

39.084371 

01659 

Grenade 

Mk2  frag  g 

Powde 

HE 

Blown  in 

Surfac 

39.083520 

Total  for  Ordnance  Count: 

2 

Area :  A 

Sector:  10 

Team:  01 

01648 

Grenade 

M8  SMOKE  G 

Powde 

SMOKE 

Blown  in 

R 

l"-6" 

39.085454 

01649 

Grenade 

Other  gren 

SMOKE 

Blown  in 

R 

l"-6" 

39.083363 

01650 

Grenade 

Other  gren 

ILUM 

Blown  in 

R 

l"-6" 

39.083719 

Total  for  Ordnance  Count: 

3 

Area:  A 

Sector:  11 

Team:  01 

00770 

Grenade 

M8  SMOKE  G 

Powde 

SMOKE 

GVT/EOD 

R 

Surfac 

39.083385 

01608 

Grenade 

Other  gren 

ILUM 

Blown  in 

R 

l"-6" 

39 . 083666 

01609 

Grenade 

M8  SMOKE  G 

Powde 

SMOKE 

Blown  in 

R 

Surfac 

39.083380 

Total  for  Ordnance  Count: 

3 

Area:  A 

Sector:  12 

Team:  01 

00871 

Project 

90  mm  proj 

OTHER 

GVT/EOD 

R 

l"-6" 

39.083326 

01556 

Lmine/B 

Booby trap 

Other 

ILUM 

Blown  in 

R 

Surfac 

39.083731 

01557 

Lmine/B 

Boobytrap 

other 

ILUM 

Blown  in 

R 

Surfac 

39.083731 

01558 

Lmine/B 

Booby trap 

Other 

ILUM 

Blown  in 

R 

Surfac 

39.083731 

01559 

Lmine/B 

Boobytrap 

Other 

ILUM 

Blown  in 

R 

Surfac 

39.083731 

01560 

Grenade 

M8  SMOKE  G 

Powde 

SMOKE 

Blown  in 

R 

l"-6" 

39.084684 

01561 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085285 

01562 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l”-6" 

39.085096 

01563 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085125 

01564 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.085277 

01565 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.085220 

01566 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.085569 

01567 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086006 

01568 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

39.086006 

01569 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086006 

01570 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086006 

01571 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39 . 086006 

01572 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39 .086006 

01573 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39 . 086006 

01574 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086006 

01575 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086006 

Longitude 


-76.781361 

-76.782248 


-76.774356 


-76.794159 

-76.794096 


-76.788717 

-76.791487 

-76.791570 


-76.784653 

-76.786114 

-76.785951 


-76.783390 

-76.783840 

-76.783840 

-76.783840 

-76.783840 

-76.782685 

-76.782635 

-76.782289 

-76.782247 

-76.782643 

-76.782107 

-76.782467 

-76.781364 

-76.781364 

-76.781364 

-76.781364 

-76.781364 

-76.781364 

-76.781364 

-76.781364 

-76.781364 
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PAI-ASI  Sector  Detailed  Data  Report 
Identification  /  Location  of  Ordnance 
Fort  George  G.  Meade,  MD 


ID 

Category  Type 

Fuze 

Filler 

Status 

Rmrk 

Trait 

Latitude 

Longitude 

»*«== 

SSESSSSS  SEES 

EEEE 

==-== 

===== 

SXSSS3E  =  = 

sassxsacKSSs 

01576 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l«-6" 

39.086006 

-76.781364 

01577 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086006 

-76.781364 

01578 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.085894 

-76.781270 

01579 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.085789 

-76.781205 

01580 

Project 

Bazooka 

HE 

Blown 

in 

l"-6" 

39.085799 

-76.781195 

01581 

Grenade 

M8  SMOKE 

G 

Powde 

SMOKE 

Blown 

in 

R 

l"-6" 

39.086009 

-76.779960 

01582 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086089 

-76.781364 

01583 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.085989 

-76.781385 

01584 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.085827 

-76.781239 

01585 

Grenade 

M8  SMOKE 

G 

SMOKE 

Blown 

in 

R 

l"-6" 

39.085955 

-76.781379 

01586 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.085972 

-76.781407 

01587 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6- 

39.085975 

-76.781413 

01588 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.085941 

-76.781516 

01589 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.085940 

-76.781509 

01590 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.085930 

-76.781503 

01591 

Project 

Bazooka 

HE 

Blown 

in 

l”-6" 

39.086034 

-76.781522 

01592 

Project 

Bazooka 

HE 

Blown 

in 

l"-6" 

39.085809 

-76.781205 

01593 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l»-6” 

39.085804 

-76.781810 

01594 

Project 

Bazooka 

HE 

Blown 

in 

l"-6” 

39.085391 

-76.780279 

01595 

Grenade 

M8  SMOKE 

G 

Powde 

SMOKE 

Blown 

in 

R 

l"-6" 

39.086013 

-76.781970 

01596 

Grenade 

M8  SMOKE 

G 

Powde 

SMOKE 

Blown 

in 

R 

l"-6” 

39.086015 

-76.781976 

01597 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086007 

-76.781721 

01606 

Grenade 

Other  gren 

Powde 

RC 

Blown 

in 

R 

l”-6" 

39.086506 

-76.780503 

01607 

Project 

Bazooka 

HE 

GVT/EOD 

l”-6” 

39.086325 

-76.783059 

01611 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l”-6” 

39.085795 

-76.781817 

01612 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1"«6” 

39.085924 

-76.781534 

01613 

Project 

Bazooka 

HE 

Blown 

in 

l”-6** 

39.086018 

-76.781718 

01666 

Project 

Bazooka 

HE 

Blown 

in 

l"-6" 

39.086006 

-76.781364 

01667 

Project 

Bazooka 

HE 

Blown 

in 

l"-6” 

39.086016 

-76.781364 

01668 

Project 

Bazooka 

HE 

Blown 

in 

l"-6" 

39.086026 

-76.781364 

01669 

Project 

Bazooka 

HE 

Blown 

in 

l"-6" 

39.086036 

-76.781364 

01670 

Project 

Bazooka 

HE 

Blown 

in 

l"-6” 

39.086046 

-76.781364 

01671 

Project 

Bazooka 

HE 

Blown 

in 

1"~6" 

39.086056 

-76.781364 

01672 

Project 

Bazooka 

HE 

Blown 

in 

l"-6" 

39.086006 

-76.781354 

01673 

Project 

Bazooka 

HE 

Blown 

in 

l"-6" 

39.086016 

-76.781354 

01674 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086026 

-76.781354 

01675 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086036 

-76.781354 

01676 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6” 

39.086046 

-76.781354 

01677 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086056 

-76.781354 

01678 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086006 

-76.781374 

01679 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086016 

-76.781374 

01680 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086026 

-76.781374 

01681 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1«_6" 

39.086036 

-76.781374 

01682 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6” 

39.086046 

-76.781374 

01683 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086056 

-76.781374 

01684 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086006 

-76.781384 

01685 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086016 

-76.781384 

01686 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086026 

-76.781384 

01687 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086036 

-76.781384 

01688 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086046 

-76.781384 

01689 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086056 

-76.781384 

01690 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086006 

-76.781394 

01691 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086016 

-76.781394 

01692 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l”-6" 

39.086026 

-76.781394 

01693 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086036 

-76.781364 

01694 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086046 

-76.781394 

01695 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086056 

-76.781394 

01696 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086006 

-76.781350 

01697 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.086016 

-76.781350 
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ID 

Category  Type 

Fuze 

Filler 

Status  Rmrk 

Trait 

Latitude 

Longitude 

=.=== 

ssscssssss: 

S  SSSS3S 

====== 

======  ==== 

ssssasss 

zsssasssssEs 

01698 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*086026 

-76.781350 

01699 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*086036 

-76.781350 

01700 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086046 

-76.781350 

01701 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6” 

39*086056 

-76*781350 

01702 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*086006 

-76*781351 

01703 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*086016 

-76*781351 

01704 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*086026 

-76.781351 

01705 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*086036 

-76.781351 

01706 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*086046 

-76.781351 

01707 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*086056 

-76.781351 

01708 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*086006 

-76.781364 

01709 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

39*086006 

-76.781364 

01710 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*086006 

-76.781364 

01711 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*086006 

-76.781364 

01712 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

39*086006 

-76*781364 

01713 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086006 

-76.781364 

01714 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*085850 

-76.781798 

01715 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*085850 

-76.781808 

01716 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*085850 

-76.781818 

01717 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085850 

-76.781828 

01718 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*085850 

-76.781838 

01719 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*085860 

-76.781798 

01720 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085860 

-76.781808 

01721 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085860 

-76.781818 

01722 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085860 

-76.781828 

01723 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085870 

-76.781798 

01724 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085870 

-76.781808 

01725 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*085870 

-76.781818 

01726 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*085870 

-76.781828 

01727 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085880 

-76.781798 

01728 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*085880 

-76.781808 

01729 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085880 

-76.781798 

01730 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085880 

-76.781828 

Total  for  Ordnance  Count:  113 

Area :  A 

Sector:  : 

13 

Team:  01 

01540 

Grenade 

M8 

SMOKE 

G 

Powde 

SMOKE 

GVT/EOD 

R 

l"-6” 

39*085965 

-76*779786 

01541 

Grenade 

M8 

SMOKE 

G 

Powde 

SMOKE 

GVT/EOD 

R 

l”-6" 

39*085036 

-76.779831 

01542 

Grenade 

M9 

rifle 

g 

IMINT 

HE 

Blown 

in 

l"-6” 

39*083678 

-76*779310 

01543 

Grenade 

M9 

rifle 

g 

IMINT 

HE 

Blown 

in 

l"-6’’ 

39.083705 

-76*779329 

01544 

Grenade 

M9 

rifle 

g 

IMINT 

HE 

Blown 

in 

l"-6" 

39.083825 

-76*779494 

01545 

Grenade 

M9 

rifle 

g 

IMINT 

HE 

Blown 

in 

l"-6" 

39.083781 

-76*779499 

01546 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*083815 

-76.779501 

01547 

Grenade 

M9 

rifle 

g 

IMINT 

HE 

Blown 

in 

l”-6" 

39*084181 

-76*779377 

01548 

Grenade 

M9 

rifle 

g 

IMINT 

HE 

Blown 

in 

l"-6" 

39*083867 

-76*778854 

01549 

Grenade 

M9 

rifle 

g 

IMINT 

HE 

Blown 

in 

l"-6” 

39*083714 

-76.778680 

01550 

Grenade 

M9 

rifle 

g 

IMINT 

HE 

Blown 

in 

l"-6" 

39*083670 

-76.778865 

01551 

Grenade 

M9 

rifle 

g 

IMINT 

HE 

Blown 

in 

l"-6" 

39.083712 

-76.778803 

01552 

Grenade 

M9 

rifle 

g 

IMINT 

HE 

Blown 

in 

l”-6" 

39*083796 

-76.778843 

01553 

Grenade 

M9 

rifle 

g 

IMINT 

HE 

Blown 

in 

l"-6” 

39.084350 

-76.778638 

01555 

Grenade 

M8 

SMOKE 

G 

SMOKE 

Blown 

in 

R 

l”-6” 

39.084307 

-76.776717 

Total 

for  Ordnance  Count: 

15 

Area:  A 

Sector : 

14 

Team:  01 

01524 

Grenade 

M8 

SMOKE 

G 

Powde 

SMOKE 

GVT/EOD 

R 

l”-6” 

39.084658 

-76.773352 

6/03/93 
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ID 

Category  Type 

Fuze 

Filler 

Status 

Rmrk 

Trait 

Latitude 

Longitude 

JBSSSS 

sssaesaesss  Kxass 

li 

II 

li 

li 

11 

11 

3SSSSSSB 

sssc 

******** 

********* 

01525 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01526 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01527 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01528 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01529 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01530 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

1--6" 

39.084476 

-76.774393 

01531 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01532 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01533 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01534 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01535 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01536 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01537 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01538 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01539 

Pyrotec 

ARTY 

SIMUL 

OTHER 

Blown 

in 

R 

l"-6" 

39.084476 

-76.774393 

01646 

Grenade 

M8  SMOKE  G 

Powde 

SMOKE 

Blown 

in 

R 

l"-6" 

39.084987 

-76.773299 

01647 

Grenade 

M8  SMOKE  G 

Powde 

SMOKE 

Blown 

in 

R 

l"-6" 

39.084976 

-76.773490 

Total  for  Ordnance  Count:  18 


Area:  A 
01651  Grenade 

Sector:  16 
Other  gren 

Team:  01 
Powde  SMOKE 

Blown 

in 

R 

Surfac 

39.080311 

-76.794924 

01652 

Grenade 

Other  gren 

SMOKE 

Blown 

in 

R 

1--6” 

39.080254 

-76.795333 

01653 

Lmine/B 

Boobytrap 

ILUM 

Blown 

in 

R 

l«-6- 

39.080843 

-76.795755 

01654 

Lmine/B 

Boobytrap 

ILUM 

Blown 

in 

R 

l”-6" 

39.080766 

-76.795864 

01655 

Lmine/6 

Boobytrap 

ILUM 

Blown 

in 

R 

l”-6" 

39.081085 

-76.795903 

01656 

Lmine/B 

Boobytrap 

ILUM 

Blown 

in 

R 

1--6" 

39.081129 

-76.796027 

01657 

Grenade 

Other  gren 

Powde 

SMOKE 

Blown 

in 

R 

l«-6" 

39.081282 

-76.795874 

Total  for  Ordnance  Count: 

7 

Area :  A 

Sector:  17 

Team:  01 

00763 

Grenade 

M8  SMOKE  G 

SMOKE 

GVT/EOD 

R 

l«-6” 

39.080488 

-76.788697 

00767 

Pyrotec 

M123  FLARE 

ILUM 

GVT/EOD 

l"-6” 

39.080214 

-76.789813 

00769 

Project 

60  mm  mort 

PD 

HE 

Blown  in 

R 

l"-6" 

39.081636 

-76.790730 

00772 

Grenade 

Mk2  frag  g 

Powde 

HE 

GVT/EOD 

l”-6" 

39.081290 

-76.792043 

01498 

Project 

60  mm  mort 

PD 

HE 

Blown  in 

R 

l"-6” 

39.080034 

-76.792565 

Total  for  Ordnance 

Count; 

5 

Area:  A 

Sector:  18 

Team:  01 

00761 

Grenade 

M8  SMOKE  G 

Powde 

SMOKE 

Blown 

in 

R 

l"-6" 

39.082168 

-76.785964 

00766 

Grenade 

M18  GRENAD 

Powde 

SMOKE 

GVT/EOD 

l"-6" 

39.080439 

-76.786701 

01521 

Pyrotec 

M123  FLARE 

ILUM 

Blown 

in 

l"-6" 

39.080164 

-76.786225 

01523 

Grenade 

M9  rifle  g 

ILUM 

Blown 

in 

l"-6" 

39.083206 

-76.786995 

01599 

Project 

60  mm  mort 

HE 

Blown 

in 

R 

l"-6" 

39.080123 

-76.785820 

01601 

Project 

81  mm  mort 

PD 

SMOKE 

Blown 

in 

R 

l"-6" 

39.080573 

-76.785464 

01602 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l«-6" 

39.080202 

-76.784944 

01603 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6” 

39.080521 

-76.785104 

01604 

Project 

81  mm  mort 

PD 

SMOKE 

Blown 

in 

R 

l"-6" 

39.080460 

-76.784817 

01605 

Project 

81  mm  mort 

SMOKE 

Blown 

in 

R 

l"-6" 

39.080377 

-76.78B662 

01665 

Project 

81  mm  mort 

PD 

SMOKE 

Blown 

in 

R 

l"-6" 

39.080159 

-76.786111 

Total  for  Ordnance  Count: 

11 

Area :  A 

Sector:  19 

Team:  01 

00771 

Grenade 

M8  SMOKE  G 

SMOKE 

GVT/EOD 

R 

l"-6" 

39.081498 

-76.783381 

6/03/93 
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ID  Category  Type  Fuze  Filler  Statue  Rmrk  Trait 


Latitude 


Total  for  Ordnance  Count: 


Area:  A  Sector:  20  Team:  01 
00866  Lmine/B  Boobytrap  Other  ILUM 
00867  Lmine/B  Boobytrap  Other  ILUM 
00868  Lmine/B  Boobytrap  Other  ILUM 
00869  Lmine/B  Boobytrap  Other  ILUM 
00870  Lmine/B  Other  Btra  Other  ILUM 

Total  for  Ordnance  Count: 


Area:  A  Sector:  21  Team:  01 
00864  Project  57  MM  PROJ  PD  HE 

Total  for  Ordnance  Count: 


Area:  A  Sector:  23  Team:  01 
00872  Grenade  M18  GRENAD  Powde  SMOKE 
00873  Lmine/B  Boobytrap  Other  ILUM 

Total  for  Ordnance  Count: 


Area:  A  Sector:  24  Teeum:  01 
00768  Grenade  M8  SMOKE  G  SMOKE 

01516  Lmine/B  Boobytrap  Other  OTHER 

01517  Lmine/B  Boobytrap  Other  OTHER 

01522  Grenade  Other  gren  SMOKE 

Total  for  Ordnance  Count: 


1 

GVT/EOD 

R 

Surf ac 

39.082173 

GVT/EOD 

R 

Surfac 

39.082183 

GVT/EOD 

R 

Surfac 

39.082173 

GVT/EOD 

R 

Surfac 

39.082183 

GVT/EOD 

Surfac 

39.083284 

5 

Blown  in 

R 

l"-6” 

39.082020 

1 

Blown  in 

l”-6" 

39.078007 

Blown  in 

R 

Surfac 

39.077994 

2 

GVT/EOD 

R 

39.079950 

Blown  in 

R 

l"-6*’ 

39.078728 

Blown  in 

R 

l"-6” 

39.078728 

Blown  in 

R 

l”-6” 

39.079687 

4 

Area:  A 

Sector;  25 

Team:  01 

01499 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.078809 

01500 

Project 

60 

mm  mort 

PD 

HE 

Blown 

in 

R 

l"-6" 

39.079380 

01501 

Project 

60 

mm  mort 

PD 

HE 

Blown 

in 

R 

l"-6" 

39.079438 

01502 

Project 

81 

mm  mort 

PD 

HE 

Blown 

in 

R 

l"-6'' 

39.079731 

01503 

Project 

81 

mm  mort 

PD 

HE 

Blown 

in 

R 

l"-6" 

39.079686 

01504 

Lmine/B 

Boobytrap 

ILUM 

Blown 

in 

R 

l"-6" 

39.079478 

01505 

Project 

60 

mm  mort 

HE 

Blown 

in 

R 

l"-6" 

39.079508 

01518 

Project 

60 

mm  mort 

HE 

Blown 

in 

R 

l"-6" 

39.079795 

01519 

Project 

81 

mm  mort 

PD 

SMOKE 

Blown 

in 

R 

l"-6" 

39.079645 

01520 

Project 

60 

mm  mort 

HE 

Blown 

in 

R 

l"-6" 

39.079744 

01554 

Pyrotec 

M5 

SMOKE  P 

SMOKE 

Blown 

in 

l"-6" 

39.079713 

01598 

Project 

81 

mm  mort 

PD 

HE 

Blown 

in 

R 

l"-6" 

39.080010 

01600 

Project 

81 

mm  mort 

PD 

SMOKE 

Blown 

in 

R 

l"-6" 

39.079902 

Total  for  Ordnance  Count:  13 


Longitude 


-76.779809 

-76.779809 

-76.779819 

-76.779819 

-76.778875 


-76.775569 


-76.795210 

-76.793422 


-76.789771 

-76.792363 

-76.792363 

-76.788398 


-76.785901 

-76.785825 

-76.785886 

-76.785700 

-76.785842 

-76.786197 

-76.786318 

-76.787034 

-76.786688 

-76.786518 

-76.785739 

-76.785606 

-76.785579 


ZONE  A  REMARKS 


Account abi 1 it y 
ID  No. 

761 

763 

768 

769 

770 

771 
864 
866 

867 

868 
869 
871 
873 
1498 

1500 

1501 

1502 

1503 

1504 

1505 

1516 

1517 

1518 

1519 


28  May  1993 


Comment 
HC  Smoke 
HC  Smoke 
HC  Smoke 

M49  with  M52  £uze 

HC  Smoke 

HC  Smoke 

ARC  M86 

M49  trip  flare 

M49  trip  flare 

M49  trip  flare 

M49  trip  flare 

90mm  cartridge 

M49  trip  flare 

M49  with  M52  fuze 

M49  with  M52  fuze 

M49  with  M52  fuze 

M56  with  M52  fuze 

M56  with  M52  fuze 

M48  trip  flare  without  fuze 

M49  with  no  fuze 

M117A1  trip  flare 

M117A1  trip  flare 

M49  with  no  fuze 

M57  FS  smoke  with  M52  fuze 


EDIS/ 6-93 /ENG/D52  9-tbl 


A-6 


1520 

M49  with  no  fuze 

1522 

HC  smoke  grenade 

1524 

HC  smoke  grenade 

1525  -  1539 

MllO  Artillery  Simulator 

1540 

HC  smoke  grenade 

1541 

HC  smoke  grenade 

1555 

HC  smoke  grenade 

1556 

M49  trip  flare 

1557 

M49  trip  flare 

1558 

M49  trip  flare 

1559 

M49  trip  flare 

1560 

M8  smoke  grenade 

1581 

HC  Smoke 

1585 

HC  Smoke 

1595 

HC  Smoke 

1596 

HC  Smoke 

1598 

M56  with  M52  fuze 

1599 

M49  with  no  fuze 

1600 

M57  FS  smoke  with  M52  fuze 

1601 

M49  with  M52  fuze 

1604 

M49  with  M52  fuze 

1605 

M49  with  M52  fuze 

1606 

CS  tear  gas  grenade 

1608 

M2 2  Red  Smoke 

1609 

HC  Smoke 

1610 

Signal,  red  star  cluster 

1614 

CS  tear  gas  grenade. 

1616 

HC  smoke  grenade 

A-7 


1646 

HC  Smoke 

1647 

HC  Smoke 

1648 

HC  smoke 

grenade 

1649 

HC  smoke 

grenade 

1650 

Rifle  grenade,  red  star 

1651 

HC  smoke 

grenade . 

1652 

HC  smoke 

grenade . 

1653 

M49  trip 

flare 

1654 

M49  trip 

flare 

1655 

M49  trip 

flare 

1656 

M49  trip 

flare 

1657 

HC  smoke 

grenade 

1658 

HC  smoke 

grenade 

1665 

FS  smoke 

or  WP  filler. 

A-8 
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**  SAFEGUARD  SEISMIC  UNIT  2000DK  **  L 
SN:  2066 

DATE:  05/27/93  TIME:  16:44:21 

Event;  126 

Client:  USATHMA 

Operation:  DEMO  OPS 

SSU  Location:  A  i2/F0RT  MEADE 

Distance  to  blast:  500 

Operator WINNINQHAM/ IT  CORP . 

Comments:  64  2.36/  15  OC 
Trigger  Level:  0.02  in/sec 
Record  Time:  5  secs 

Summary 

L  T  V- 

PPV  (in/sec)  0.15  0.06  0-16 

PD  (in  x.OOl)  1.56  10.61  3.32* 

PPA  (Q)  0.25  0.10  0.35, 

FREQ  (h2)  19.2  125.0  55.5 

RESULTANT  PPV  (in/sec):  0.21 

PEAK  AIR  PRESSURE:  (db)  142 

(psi)  0.036S3 


DYNAMIC  calibration  CHECK 


/ 


T 


V 


c  - 


( 


( 


•»*  SAFEBUARD  SEISMIC  UNIT  2000DK 
SN:  2155 

DATE:  05/27/93  TIME;  16:44:37 
Event :  080 
Client;  USATHMA 
Operation;  DEMO  OPS 
SSU  Location;  A  12/FORT  MEADE 
Distance  to  blast:  500  F 
Ooerator:  WINNINGHAM/ IT  CORP 
Cbmments:  64  2.36/15  OC 
Trigger  Level;  O.02  in/sec 
Record  Time;  lo  secs 

Summary 


PPV  (in/sec)  0.1^ 

PD  (in  x.OOl)  14.10 
PPA  (g) 

FREQ  ( h  n  )  1 1  ■ 

RESULTANT  PPV  (in/sec): 
PEAK  AIR  PRESSURE:  (db) 

(psi) 


0.07 

15.56 

0^30 

^ 

0.15 

142 

O . 036S^ 


♦♦  :  L 


V 

0.11’ 
9.18- 
0 . 60_ 
8*^ .  ^ 


DYNAhIC  CALIBRATION  CHEuK 


200  (ms0c:/div2 
( SE i sm i c ) 5  0 . 32  i i n / seu ) 

\  ii  i  )  r  »  Cj  3  to  ( p  s  1  ) 


1 


( 


SUBAREA  A-2 

ZONE  A  (DOI-500  ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTMENT  OF  INTERIOR-500  ACRE  PARCEL 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


DOI  500  Acre  Parcel 

Zone  A  Subarea  — 

Start  Date:  4/7Q/9^  Completion  Date: _ 5/1 1/93 


Surface  Survey  0"  -  6": 

UXO  Surface  0" 

UXO  Surface  l"-6" 

Ordnance  Related  Items 

Metallic  Contacts  Remaining  Below  6' 

Non-Ordnance  Items 

Total  Contacts 


Total  Acreage  Surveyed:  2.29 

0 

0 


0 


0 


Quality  Assurance  0"  -  6": 


UXO  ( 1  St  Evaluation) 


Q/A  Pass  or  Fail 


UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  -18 


0 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 

Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  A-2  Total  Acreage:  2.29 


TERRAIN  DESCRIPTION  100%  HEAVY  WOODS 

WETLANDS:  ONE 

HISTORICAL  SITES:  NONE 

ENDANGERED  SPECIES:  NONE 

LANDFILLS:  NONE 

IMPASSABLE  AREAS:  NONE 

UNCHARACTERIZED  SITES:  NONE 


Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

N' 


UXO  DISCOVERED  IN 


S  SUBAREA 


MAP#1.  U\E 
LOC 

UXB  JNTI 

14«0( 

UXC 

Ft. 

P/ 

4502  CAP 

DATE:  Jl-St  199S 

Subarea  Boun 
Quality  Assur; 
UXO  Surfao 
UXO  Subsuj 

High  Concent 
Related  lu 

High  Concent 
Unidentific 

Undiaracteita 
Wetlands 
Historical  Site 
Endangered  S] 
Landfills 

Impassable  Ar 
Debris 
Vegetation 
Standing  Wa 

SC 


ZONE  A 
UXO  LOCATIONJ 
IMPAS^A 


FORT 

vx 


MAP#l.  L'NEXl'LODti)  ORi'N  '-.N'.  E  a'-XO) 
LOCAIIONS  A;  BOUNDARIES 


UXB  internationai,  INC.  chantilly.  va.  22021 

14WX)  Cotifeirace  Ceoter  DHve,  Suite  100 
f703i  tt)3-  8904 


L  XO  Survc\' t  GPS  Mappuix  Ptoduciiems 
Ft.  MD  fDCJ  500- Acre  Pweei) 

from  U>e 

EWIRON'MENT  &  SAFEn"  SYSITM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CAJU-BV  L.ANE,  ALEX.4NDR1A,  VA  22309 
^7?^  I  r703>  968- 3549 


D.ATE:  JINE  199: 


COMPUTED  BY:  O.H.  TlTtLEY’ 


Subarea  Boundary 
(Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  F'-  6'' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Undiaracterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  «  140  FEET 


PROIECT  MANAGER:  J.PASTOWCK 


>  ^  US  ARMY' 

en  vironmental  CENTER 


m 


FIGURE  A-2-1 

ZONE  A  SUBAREA  A-2  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

PrepwedFor: 

FORT  aEOROE  Q.  MEADE,  MD 
UXO  SURVEY  OPER.ATION 
PROJECT  No.  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ A 


Subarea:  A-2 


This  page  replaces  Figure  A-2-2 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  A _  Subarea:  A-2 


This  page  replaces  Figure  A-2-3 

There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey 


area. 


NOUNCHARACTERIZED  SITES 


76«  47'41"W 
39“  05'  16"N 


76°  4' 

39“  e 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  ]>rrERNATiONAi,iNC.  chanthiy.va  zmi 

14900  Coofexeoc«  Ceater  Brivc^  Suite  100 
(703)  903- W04 


tJXO  Snxvcy  &  OPS  M«ppiox  Ptoducticos 
Ft,M<Adc,MD  (BOlSOO-AaePMccI) 
frotsUte 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CaKLBY  lane,  ALEXANDRIA,  VA  22309 
(703)  79^7231  (703)969-3549 


DATE:  JUNE  1993 


COMPILED  BY:  03.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6** 
Uncharacterized  Sites  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


#H1 


SCALE  V'  =  140  FEET 


REVIEWED:  , 


^PROJECT  MANAOEIL  J.  PASTORICK 


us  ARMY 

ENVIRONMENTAL  CENTER 


ES3 


nGUREA-2-4 

ZONE  A  SUBAREA  A-2  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Preptfed  For: 

FORT  CffiOROE  O.  MEADE,  MD 
UXO  SURVEY  OPERAnON 
PROJECT  No.  529496 
JUNE  1993 


SUBAREA  A-3/A-4 
ZONE  A  (DOI-500  ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTOENT  OF  INTERlOR-500  ACRE  PARCEL 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


DOI  500  Acre  Parcel 

Zone  A  Subarea  3/4 

Start  Date:  ^/29/93  Completion  Date:  _5/4/93 


Surface  Survey  0"  -  6":  Total 

UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 

Metallic  Contacts  Remaining  Below  6" 

Non-Ordnance  Items 

Total  Contacts 


Quality  Assurance  0”  -  6": 

UXO  ( 1  St  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  .51 

0 

PASS 

NOT  REQUIRED 


Acreage  Surveyed:  7.2 
0 
0 
0 
0 

34 

34 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade.  MD  UXO  Sur\'ey  IT  Project  Number  529496 

Subarea:  _  A-3/A-4  Total  Acreage:  7.20 


TERRAIN  DESCRIPTION 

100%  HEAVY  WOODS 

WETLANDS: 

ONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

NONE 

Summary  of  UXO  Discoveries 

Type 


Quantity 


NO  UXO  DISCOVERED  IN  THIS  SUB 


Depth  Located 


MAP#1.  UNEXPLODED  ORDNANCE  (LFXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNATIONAL,  INC.  CHANTHiY,  VA  22CE1 
14900  Coofcxeocc  Center  Drive,  Suite  100 
(703)  903-9904 


UXO  Sur/«y  &  C3PS  Mapping  Pioductioos 
FU  Meade,  MD  (DOlSOO^AaePwcel) 
from  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAl  ADVANCED  STUDIES,  INC. 

4502  CARIBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799^7231  (703)  909-3549 


DATE:  JUNE  1993 


COMPILED  BY:  GJI.TtmLEY 


Subarea  Boundary 
Quality  Assurancse  Lanes 
UXO  Surface 
UXO  Subsurface  1"-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wedands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Inq^assable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  r  =  140  FEET 


REVIEWED; 


PROJECT  MANAGER;  LPASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


nGUREA-3/4-l 

ZONE  A  SUBAREA  A-3  &  A-4  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

Prepared  For: 

FORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROIECT  No.  529496 
3U>rEl993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  A _  Subarea:  A-3/A-4 


This  page  replaces  Fieure  A- 3/ 4-2 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAl-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  A _  Subarea:  A-3/4 

This  page  replaces  Figure 
There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


NO  UNCHARACTEMZED  SITES 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  INTEKNATIONAl,  DfC.  CHANTOJLY,  VA  22Cei 
14400  Coolereiue  Ceoler  Driven  Snte  100 
(703)M)3-«904 


tlXO  Swv^  U  OPS  M«ppiii>(  Prodactioai 
FU  Me«<k^  MD  (DOI 500- Aere  Parcel) 

^TQin  the 

Ef^IRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 
4S02CAJU^Y1ANE,AIJBXANDIUA.  VA  22309 
(703)  799-7231  (703)  9<«- 3549 


DATE:  JUNE  1993 


COMPILED  BY:  OJI.TUPLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surfecc 
UXO  Subsurface  1"-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than 
Uncharacterizcd  Sites  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

Inopassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  r  =  140  FEET 


♦  HI 
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76“  47'  13"W 
39“  05'  12"N 


PROJECT  MANAGER:  J.PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


nOURE  A-3/4-4 

ZONE  A  SUBAREA  A-3  &  A-4  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

PrqMred  For: 

FORT  GEORGE  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529196 
JUNE  1993 


SUBAREA  A-5/A-6 
ZONE  A  (DOI-500  ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTOENT  OF  INTERIOR-500  ACRE  PARCEL 


Start  Date: 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


DOI  500  Acre  Parcel 

Zone  A  Subarea  _ 

Completion  Date:  4/12/93 


Surface  Survey  0"  -  6' 


Total  Acreage  Surveyed:  lQ-b8 


UXO  Surface  0" 


UXO  Surface  1"  -  6" 


Ordnance  Related  Items 


Metallic  Contacts  Remaining  Below  6" 


Non-Ordnance  Items 


Total  Contacts 


1289 


1354 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  A-q  /  A-fi Total  Acreage:  11.47 


TERRAIN  DESCRIPTION 


WETLANDS: 


HISTORICAL  SITES: 


95%  HEAVY  WOODS,  5%  OPEN 


NONE 


ENDANGERED  SPECIES: 


NONE 


LANDFILLS: 


IMPASSABLE  AREAS: 


NONE 


NONE 


UNCHARACTERIZED  SITES: 


THREE 


A-5-U-1  Area  is  contaminated  with  cans,  other  types  of  containers 
and  auto  parts. 

A-5-U-2  Area  is  contaminated  with  construction  materials,  etc. 
A-5-U-3  Area  is  contaminated  with  tires,  old  auto  parts,  and  metal 
sheets. 


Type 


Summary  of  UXO  Discoveries 


Quantity 


GRENADE: 

ILLUM. 

RIOT  CONTROL 
TOTAL  UXO 


Depth  Located 


SURFACE:  0 
1"  -  6"  2 


MAP#1,  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNATIONAUINC.  OlANTniY.VA  22021 
14^00  Cotdextocc  Ceaia  Drive^  Sxdte  100 
(703)  W3-89C4 


XJXO  Sumy  Si  GPS  Mappiox  Ptodociioos 
Ft.  Meade,  MD  (DOI 500- Acre  Pircel) 
ixotnihe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CAIOBYIANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)96^-3549 


DATE:  JUNE  1993 


COMPILED  BY:  OJI.TUELEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6'" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

UncharacterLzed  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

In^assable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  r  «  140  FEET 


76^  46'  49"W 
39^  05'  12"N 


REVIEWED: 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


HGURE  A-5/6-1 

ZONE  A  SUBAREA  A-5  &  A-6  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 


PtcfMtcd  Pot; 

FORT  GEORGE  O.  MEADE,  MB 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  A _  Subarea:  A-5/6 


This  page  replaces  Figure  A-5/6-2 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


WAP  #3,  HIGH  CONCENTR  ATIONS  OF  ORDNANC 
RELATED  ITEMS 


L^XB  mERNATION.\L,I>iC.  CHANTmy.VA  22021 
14^00  Coo^coce  Cefilef  Driven  Sut«  tOO 
0^03.1*03-8904 


UXO  Survey  L  GPS  Prodoctiofis 

R  MD  (DOI  500-.\cre  Ptrcel) 

frtai  Ibe 

EKVIRONlVlENT  &  SAFETY  SYSTEM  (ESS) 


PAI-ASI 

PAl  ADVANCED  STUDIES.  ESC. 

450Q  CAKLBY  LANE*  ALEXANDRIA,  VA  22309 
(703>  ?99-7231  (703  )90-3540 


DATE:  JLiNE  1993 


COMPILED  BY:  O.H.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6"' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6"' 

L'ndiaractcrized  Sites  and  Special  Areas 
Wetlands 


Historical  Sites 


Endangered  Species  Areas 
Landfills 


Impassable  Areas 


Debris 


Vegetation 
Standing  Water 


SCALE  1"  »  140  FEET 


REVIEWED: 


PROJECT  MANAGER:  J.PASTORICK 


us  ARMY 

ENVIRONMENTAL  CENTER 


ED 


nOURE  A-5/6-3 

ZONE  A  SUBAREA  A-5  &  A-6  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 


Ptepufod  Roc: 


FORT  GEORGE  O.  MEADE*  MD 
UXO  SURVEY  OPERATION 
PROJECT  NaS2949S 
JUNE  1993 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  INTEKNATIONAI,  INC.  CHANTE-LTf,  VA  22021 
i4iC0  Coo£ataob  Ce&ter  Suite  100 
(703)«»*8«H 


UXO  Surv^  Sc  OPS  MappiAR  Prcdacdoos 
R.Me*fa.MD  POI  500- Acre  PuceD 
fromtiM 

ENVIRONMENT  Sc  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC, 

45<KCAELBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799^7231  (703)  96»-3549 


DATE;  JUNE  1993 


COMPILED  BY:  GJI.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  L'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


REVIEWED; 


PROJECT  MANAGER:  J.  PASTORICK 


us  ARMY 

ENVIRONMENTAL  CENTER 


fQ 


HGURE  A-5/6-4 

ZONE  A  SUBAREA  A-5  &  A-6  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Ptqpiared  Foi: 

FORT  GEORGE  G.  MEADE.  MD 
UXO  SURVEY  OPERATION 
PROJECT  Na  529496 
JUNE  1993 


SUBAREA  A-6/A-7 
ZONE  A  (DOI  500-ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPAR™ENT  of  INTERIOR-500  acre  parcel 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  A-6/A-7  Total  Acreage:  _ 23.33 _ 


TERRAIN  DESCRIPTION 


WETLANDS: 


HISTORICAL  SITES: 


ENDANGERED  SPECIES: 


LANDFILLS: 


IMPASSABLE  AREAS: 


50%  HEAVY  WOODS,  50%  OPEN 


NONE 


NONE 


NONE 


NONE 


TWO 

(1)  Thick  vegetation  in  marsh. 

(2)  Piles  of  tree  stumps  and  construction 
debris. 


UNCHARACTERIZED  SITES: 


A-6-U-1  Area  is  contaminated  with  cans,  other  types  of  containers  and 
auto  parts.  Circle  radius  of  3  meters. 


Type 


GRENADE: 

M-8  SMOKE 

TOTAL  UXO 


Summary  of  UXO  Discoveries  _ 


Quantity  Depth  Located 


SURFACE:  0 
1’’  -  6"  1 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


DOI  500  Acre  Parcel 

Zone  A  Subarea  6/7 

Start  Date:  T/T 1  /QT  Completion  Date:  5/5/93 


Surface  Survey  0"  -  6"; 

Total  Acreage  Surveyed:  20.26 

UXO  Surface  0" 

0 

UXO  Surface  1"  -  6" 

1 

Ordnance  Related  Items 

4 

Metallic  Contacts  Remaining  Below  6" 

22 

Non-Ordnance  Items 

785 

Total  Contacts 

812 

Quality  Assurance  0"  -  6": 

Total  Acreage  Surveyed:  1 .87 

UXO  (1st  Evaluation) 

0 

Q/A  Pass  or  Fail 

PASS 

UXO  (2nd  Evaluation  if  Required) 

NOT  REQUIRED 

Q/A  Pass  or  Fail 


NOT  REQUIRED 


map  #  1 .  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOLTND ARIES 


UXB  interxational,  me.  chantoiy,  va  22001 
lOOO  Coofraoe  DrHrt  100 

<705)K».W(H 


♦Ww* 


♦WlvXwiv 

- *  4^4 


I 


UXOSwvey  It  OfS  MtppiM ProdnejioM 
TtMtuk^MD  (DOI50(VA«eIW0 

ilOfBllK 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASl 

PAl  advanced  STOOIES,  INC. 

4502  CAJU3Y  LANE,  ALE5CANDJUA,  VA  22309 
(703)  799.7231  (703)90-3549 


DATE:  JITO 1993 


COMPILED  BY:  OJi.TimLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 
Uncharacterized  Sites  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

In^assable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


PROIECT  MANAGER;  I PASTQRICK 


US  ARMY 

environmental  CENTER 


03 


HGURE  A^5/7-I 

ZONE  A  SUBAREA  A-6  &  A-7  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

PYepwedFor: 

FORT  GEOROE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
IROJECT  No.  S29<96 

JUNE  1993  I 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ A 


Subarea:  A-6/7 


This  page  replaces  Figure 


A-6/7-2 


There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  A _  Subarea:  A-6/7 


This  page  replaces  Figure.  A-6/7-3 

There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  nrTERNATIONAl,INC.  CHANTILLY.  VA  22021 
14^00  Conference  CeaLer  Drive^  Swie  LOO 
(703)*03-W(H 


76°  46'  20"W 
39°  05'  12"N 


TJXO  Sorvey  &  OPS  Mtppuu  l^odoctioQS 
PtM«»k,MD  (DOl  500.  Acre  P«eoI) 

:&omtbe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC 
45CCt  CaRLBY  lane,  ALEXANDRIA,  VA  22309 
r03)  799-7231  (703)  9SS.  3549 


DATE:  JUNE  1993 


COMPILED  BY;  QJH.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lancs 
UXO  Surface 
UXO  Subsurface  1''- 

High  Concentration  Areas  of  Ordnance- 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


♦  Hi 


SCALE  1"  -  140  FEET 


REVIEWED: 


PROJECT  MANAGER:  J.PASTORICK 


us  ARMY 

ENVIRONMENTAL  CENTER 


nGUREA-€/7-4 

ZONE  A  SUBAREA  A-6  &  A-7  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Prepared  P<^: 

FORT  GEOROE  0.  MEADE,  MD 
UXO  SUR\TO  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


SUBAREA  A-9 

ZONE  A  (DOI-500  ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTMENT  OF  INTERIOR-500  ACRE  PARCEL 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


DOI  500  Acre  Parcel 

Zone  A  Subarea  _9 _ 

Start  Date:  4/?Q/Q^  Completion  Date: _ 5/1 1/93 


Surface  Survey  0"  -  6": 

UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below 
Non-Ordnance  Items 

Total  Contacts 


Total  Acreage  Surveyed:  19.56 

2 

0 

30 


190 

226 


Quality  Assurance  0”  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  2.04 

0 

PASS 

NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  A-9  Total  Acreage:  20.35 


TERRAIN  DESCRIPTION 
WETLANDS: 
HISTORICAL  SITES: 
ENDANGERED  SPECIES: 
LANDFILLS: 
IMPASSABLE  AREAS: 


100%  HEAVY  WOODS 
ONE 
NONE 
NONE 
NONE 
ONE 

Heavy  vegetation 


UNCHARACTERIZED  SITES: 


NONE 


Type 


GRENADE: 

MK-2  FRAG 
M-8  SMOKE 


Summary  of  UXO  Discoveries 


Quantity 


Depth  Located 


1 

1 


SURFACE: 
1"  -  6" 


TOTAL  UXO 


2 


CM  O 


'^N\\\ 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNATI<»IA1,DJC.  CHAJfni.LY.VA  22021 
14^00  CoofcrcBce  C^Uor  Driven  Suite  100 
(7(H)  «03-«9W 


XJXO  Surv^  it  OPS  Mftptxsit  Ptodactiaiv 
FLMe*fcvMD  (DOI5<XVActePttce^) 
ibomthe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  SPXJDIES,  INC 
45(nCAiaBYlANE.AlEXAKDlUA»VA  22309 
(705)  79^7231  (703)  96«- 3549 


DATE;  JUNE  1993 


CXMrfRLEDBY:  OJi.TUKjLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"- 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concaitratioa  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Unc^iaracterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Eadangered  Species  Areas 

Landfills 

Iir^assable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


REVIEWED: 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


nOURE  A-9-1 

ZONE  A  SUBAREA  A-9  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

FtepctedFof: 

PORT  GSORCE  O.  MEADEi  MD 
UXO  SURVEY  OTERATION 
PRaiECrNft529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ A 


Subarea:  A-9 


This  page  replaces  Figure  A-9-2 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  A _  Subarea:  A-9 


This  page  replaces  Figure  A-9-3 

There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


MAP  #4.  UNCHAkAC'rERIZED  SITES  and 
SPECIAL  AREAS 


L  XB  i>rrERNATiONAi,  INC.  chantuiy,  v.a  r^ci 

14ltOO  Coafefcftce  Center  Drive,  Suite  100 
Cm\i03^99CA 


UXO  Survey  &  GPS  Mjuwk  Prcxfoctioas 
RMeide,MD  (DOI  500- Acre  P«r«D 
from  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-AS! 

PAI  ADVANCED  STUDIES,  INC 
4502  CAJILBY  LANE.  ALEXANDRIA,  VA  22309 
<703)  799-7231  (703:»  9«- 3549 


DATE;  JUNE  1993 


COMPILED  BY:  OJl.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lancs 
UXO  Surface 
UXO  Subsurface  1"-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6'' 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

In^assable  Areas 
Debris 
Vegetation 
Standing  Water 


AUl 


SCALE  r  *  140  FEET 


PROJECT  MANAGER;  J.  PASTtMUCK 


US  ARMY 

ENTVIRObTMENTAL  CENTER 


ED 


FIGURE  A-9-4 

ZONE  A  SUBAREA  A-9  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
habitat,  WETLANDS,  HISTORICAL  SITES) 

Prepurad  Par: 

PORT  OEQRQE  O.  MEaDE,  MD 
UXO  SURVEY  OPERATIQN 
PROJECT  No.  S2M9S 

JUNE  1993  I 


SUBAREA  A-10 

ZONE  A  (DOI-500  ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTMENT  OF  INTERIOR-500  ACRE  PARCEL 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


DOI  500  Acre  Parcel 

Zone  A  Subarea  10 

Start  Date:  4/n/9T  ComDletion  Date:  5/6/93 

Surface  Survey  0"  -  6": 

Total  Acrease  Surveved:  25.67 

UXO  Surface  0" 

0 

UXO  Surface  1"  -  6" 

3 

Ordnance  Related  Items 

8 

Metallic  Contacts  Remaining  Below  6"  9 

Non-Ordnance  Items 

735 

Total  Contacts 

755 

Quality  Assurance  0"  -  6":  Total  Acreage  Surveyed:  2«52 


UXO  (1st  Evaluation) 


0 


Q/A  Pass  or  Fail 


PASS 


UXO  (2nd  Evaluation  if  Required) 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 

Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 


Subarea:  A-10  Total  Acreage:  25.67 


TERRAIN  DESCRIPTION 

100%  HEAVY  WOODS 

WETLANDS: 

ONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

ONE 

A-lO-U-1  Cable  and  broken  containers 

Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

GRENADE: 

ILLUM. 

1 

SURFACE:  0 

M-8(SMOKE) 

2 

1"  -  6"  3 

TOTAL  UXO 

3 

PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  ^ _  Subarea: 


This  page  replaces  Figure  A-10-2 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


#3.  HIGH  CONCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 


UXB  IKTERNATIONAl.INC.  CHANTILLY.  VA  22021 
14900  Conference  Cealer  Driven  Suite  100 
(703)  803-8904 


UXO  Survey  &  GPS  MappioR  Ptodactioiis 
RMc«Jc.MD  (DOI 500- Acre  PiTceO 
^omtbe 

ENVIRONMENT  Si  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4602  CAKLBY  LANE,  ALEXANDRIA.  VA  22309 
<703)  799-7231  (703)968-3549 


DATE;  JUNE  1993 


COMPILED  BY:  Oil.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"-  6'" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6'' 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


REVIEWED: 


PROJECT  MANAGER;  J.PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


E£3 


HGUREA-lO-a 

ZONE  A  SUBAREA  A-10  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 


Prqp4ired.Por: 

FORT  GEOROE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  INTERNATIONAL,  INC.  CHANTOJUV,  VA  22021 
USOO  Coafetcfic^  I>rive»  Saite.  100 
(705)803.8904 


UXO  Smv^  Sc  GPS  M«ppuix  Pwdoctions 
H.  Meitdc,  MD  (DOI 500. Acre  PsrceO 
ftomtbe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAl  ADVANCED  STUDIES.  INC. 

4502  CARLBY  LANE.  ALEXANDRIA,  VA  22309 
(703)799-7231  (703)968.3549 


DATE:  JUNE  L993 


COMPILED  BY:  OJi.  TURLEY 


Subarea  Boundary  - 

Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"- 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas  ^  U  1 
Wetlands 

Historical  Sites  #  H  1 

Endangered  Species  Areas  f  I 

Landfills 

In^assable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  r'  140  FEET 


REVIEWED: 


FRQIECTMANACaER;  I PASTORJCK 


\j^  us  ARMY 

ENVIRONMENTAL  CENTER 


EQ 


FIGURE  A-l  0-4 

ZONE  A  SUBAREA  A-10  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Prq>artdPof: 

FORT  GEORGE  G.  MEaDE.  MD 
UXO  SURVEY  OPERATION 

PROJECT  No.  529496  | 

JUNE  1993 


SUBAREA  A-11 

ZONE  A  (DOI-500  ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTOENT  OF  INTERIOR-500  ACRE  PARCEL 


Quality  Assurance  0"  -  6":  Total  Acreage  Surveyed:  2.49 

UXO  ( 1  St  Evaluation)  Q _ 

Q/A  Pass  or  Fail  PASS 

UXO  (2nd  Evaluation  if  Required)  NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


[AP  #2.  HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


UXB  INTERNATIONAL.  INC.  CHANTILLY,  VA  22021 
14«)0  Coafereoce  Center  I>rive,  Suite  100 
(703)  803-W04 


UXO  Survey  Si.  OPS  M«ppux  Ftodwiicos 
(DOI 500- Act*  Parcel) 
itora  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PA)  ADVANCE  STUDIES,  INC. 

4502  CAJUUBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  9«- 3549 


DATE;  JUNE  1993 


COMPILED  BY;  OJi.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  V'- 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 
Undiaractcrized  Sites  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  V'  =:  140  FEET 


REVIEWED: 


PROIECT  MANAGER;  J.  PASTORICX 


US  ARMY 

ENVIRONMENTAL  CENTER 


□3 


FIGURE  A-l  1-2 

ZONE  A  SUBAREA  A-l  1  MAP  2 
HIGH  CONCENIRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


For: 

FORT  GEOROE  O-  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529495 
JUNE  1993 


76®  47'  18"W 
39®  05'  12"N 


#3.  fflGH  CONCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 


UXB  INTE»NATI0NAI,1NC.  CHAjmiXY.VA  22021 
14S00  Cooferefice  C«ater  Driv)^  Suite  100 
(703)  «)3-«904 


UXO  Survey  &  GPS  Mappi&x  Ptodoctiocs 
Ft.Me«de»KD  (DOl  500- Acre  Parcel) 

'  frocn  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CAIOBY  LANE,  ALEXAND3aA,VA  22309 
(703)  799.7231  (703)  96S- 3549 


DATE:  JUNE  1993 


COMPILED  BY:  GJH.TUIOEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6"' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  €” 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


REVIEWED: 


PROJECT  MANAGER:  J.PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


FIGURE  A-l  1-3 

ZONE  A  SUBAREA  A-11  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 


Freptred  For: 

FORT  GEOROE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


76®  47'  18"W 
39°  05'  12"N 


SUBAREA  A-12 

ZONE  A  (DOI-500  ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTMENT  OF  INTERIOR-500  ACRE  PARCEL 


Quality  Assurance  0"  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed:  3,24 

3 

FAIL 

0 

PASS 


PAI  -  ASi 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 


Subarea: 


Total  Acreage: 


TERRAIN  DESCRIPTION 
WETLANDS: 
HISTORICAL  SITES: 
ENDANGERED  SPECIES: 
LANDFILLS: 
IMPASSABLE  AREAS: 
UNCHARACTERIZED  SITES: 


50%  HEAVY  WOODS,  50%  OPEN  AREA 
ONE 
NONE 
NONE 
NONE 
NONE 
SEVEN 

(SEE  ATTACHED  PAGE) 


Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

PROJECTILE: 

90MM  BLANK 

1 

SURFACE:  4 

BAZOOKA 

102 

1"  -  6"  109 

GRENADE; 

M-8  SMOKE 

5 

RIOT  CONTROL 

1 

LANDMINE(BOOBYTRAP) 

4 

(SIMULATOR) 

TOTAL  UXO 

113 

SUBAREA  A- 12  (UNCHARACTERIZED  SUES)  CONTINUED 


A-12-U-1 

A-12-U-2 

A-12-U-3 

A-12-U-4 

A-12-U-5 

A-12-U-6 

A-12-U-7 


Area  is  contaminated  with  cement,  wire,  and  other  debris. 

Area  is  contaminated  with  roofing  nails,  and  other  roofing 
materials. 

Area  is  contaminated  with  dnders  and  barbed  wire. 

Area  is  contaminated  with  cables,  iron  poles,  and  other  iron  objects. 

Area  is  a  deep  mud  hole  from  which  19  2.36"  rockets  have  been 
removed.  Hole  may  have  been  burial  pit  for  2.36"  rockets,  and 
more  such  rodkets  may  remain  below  six  inches. 


Area  is  a  deep  mud  hole  from  which  58  2.36"  rockets  have  been 
removed.  Hole  may  have  been  bunal  pit  for  236"  rockets,  and 
more  such  rockets  may  remain  below  six  inches. 

Area  filled  with  water  about  two  feet  deep. 


a\\\ 
w  \\i 
w  w 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNATIONAl,INC.  CHANTIIXY.VA  22021 
L4S00  CoofertDce  C«aler  Diiv^  Suite  100 
(703)  803-8904 


UXO  Sun'ey  &  OPS  Mapping  PraJuctioos 
FtMead^MD  POI 500- Acre  Parcel) 
from  the 

ENVIRONMENT  Si  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

450Q  CARISY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  968-3549 


DATE:  JUNE  1993 


COMPILED  BY:  OJI.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6^' 

UndiaracteriEed  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Inqjassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  =  140  FEET 


REVIEWED: 


PROJECTMANAGER:  J.PASTORICK 


us  ARMY 

ENVIRONMENTAL  CENTER 


EH 


nGUREA-12-l 

ZONE  A  SUBAREA  A-12  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES. 
IMPASSABLE  AREAS,  LANDFILLS 


Pr«p«dr«dEort 

FORT  OEQRGE  G.  MEADE,  MD 
UXOSXmVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


5— 


4AP  #2.  HIGH  CONCENTRATIONS  OF  METALLIC 
CONTACTS  BELOW  6  INCHES 


UXB  INTERNATIONAl,  INC.  CHANTILLY.  VA  22021 
14900  Coofer«iioe  Center  Driven  Snite  100 
(703)803-9904 


UXO  Survey  &  OPS  M«i>(iiuiR  Ptodacticos 
(DO1500-AcrftP«rceD 
&omt3»e 

ENVIRONMENT  Sc  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAl  ADVANCED  STUDIES,  INC. 

4502  CAJILBY  LANE.  ALEXANDRA,  VA  22309 
(703)  799-7231  (703)  90-3549 


DATE:  JUNE  1993 


COMPILED  BY:  GJi.TUIUJEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6" 

High  Concentration  Areas  of  Ordnance- 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Undiaracterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


PROJECT  MANAGER:  I.  PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


nra 


nGUREA-12-2 

ZONE  A  SUBAREA  A-12  MAP  2 
HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


Prepered  For: 

FORT  GEORCE  G.  MEADE,  MD 
UXO  SURVEY  OPERATIQN 
PROJECT  No.  529196 
JUNE  1993 


76“’  47'  03"W 
39°  05'  12"N 


DATE:  JUNE  1993 


COMKLEDBY:  OJJ.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'- 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 
Uncharacterked  Sites  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


REVIEWED;  , 


PROJECT  MANAGER:  J.  PASTORICK 


us  ARMY 

environmental  CENTER 


ED 


HGURE  A-12-3 

ZONE  A  SUBAREA  A-12  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 


Prepared  For: 

FORT  OEOROE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  INTERNATIONAI,  me.  CHAKnU-Y.VA  22021 
14900  Coofereoee  Ceolct  Driven  Suite  100 
(703)  90S-S9(H 


UXO  Somy  QPS  Mapiiiiu  I^odocttoos 
FtMeKl^MD  (BOX  500- Acre PazoeO 
firoenthe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI^ASI 

PAl  ADVANCED  STUDIES.  INC. 

4502  CAULBY  LANE.  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  3540 


DATE;  JUNE  1993 


COMPILED  BY;  OJI.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6"' 

High  Concentradon  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6'' 

Undiaracterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  -  140  FEET 


♦  HI 


REVIEWED; 


PROJECT  MAMAOEA  J.P.ASTOR1CK 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


nGUREA-124 

ZONE  A  SUBAREA  A-12  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Prqpned  Rw: 

FORT  OEORQE  a  MEADE.  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


SUBAREA  A-13 

ZONE  A  (DOI-500  ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTMENT  OF  INTERIOR-500  ACRE  PARCEL 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 

DOI  500  Acre  Parcel 

Zone  A  Subarea  — 

Start  Date:  ?VS/Q^  Completion  Date: 5/5/93 — 

Surface  Survey  0”  -  6":  Total  Acreage  Surveyed:  — 20.19 

UXO  Surface  0"  - 2 - 

UXO  Surface  1 "  -  6"  - L5 - 


Ordnance  Related  Items 


1853 


Metallic  Contacts  Remaining  Below  6" 


100 


Non-Ordnance  Items 


1777 


Total  Contacts 


3745 


Quality  Assurance  0”  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  2.1 1 

0 

PASS 

NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI-ASI 

GPS  MAPPING  &  UXO  DATA  COLLECTION 

Ft.  Geor^  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 


Subarea:  A- 13  Total  Acreage:  21.34 


TERRAIN  DESCRIPTION  90%  HEAVY  WOODS,  10%  OPEN  AREA 


WETLANDS: 

HISTORICAL  SITES: 
ENDANGERED  SPECIES: 
LANDFILLS: 

IMPASSABLE  AREAS: 

UNCHARACTERIZED  SITES: 


ONE 

NONE 

NONE 

NONE 

TWO 

(1)  Deep  standing  water. 

(2)  Thick  vegetation  and  wire. 

EIGHT 


A-13-U-1 

A-13-U-2 

A-13-U-3 

through 

A-13-U-7 

A-13-U-8 


Area  is  contaminated  with  sted  fence  poles. 

Area  is  contaminated  with  small  arms  (7.62)  debris;  Small  arms 
burial  site. 

Areas  are  man-made  mounds  where  targets  had  been  set  up. 


Area  is  an  old  building  foundation.  It  is  contaminated  with 
pieces  of  corrugated  steel  and  concrete. 


Type 


Summary  of  UXO  Discoveries 

_ Quantity _ 


Depth  Located 


GRENADE: 

M-8  SMOKE 
M-9  RIFLE 


3 

11 


SURFACE  0 
r-6"  15 


PROJECTILE: 

BAZOOKA 


1 


TOTAL  UXO 


15 


76°  46'  48"W 
39°  05'  11"N 


’^.  ^-^{:Z _ 7’  ^  7  j  j  /  / 

A  r^.  ^ 777/  //iff // 


Sir 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNATI0NA1,1NC.  CHANTILLV.VA  22021 
14400  Coci^«ace  Ce&tac  Dzive^  Suite  100 
(703)  403-40)4 


VXO  Survey  &  OPS  M«ppuiit  Ptoductioas 
RMeatKMD  (DO!  500- Acre  Parcel) 

£comU»e 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAl  advanced  studies,  INC. 

4502  CAW-BY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)964-3549 


DATE: 


JUNE  1993 


COMPILED  BY:  OJJ.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Conc«itration  with  Count  of 
Unidentified  Contacts  Deeper  than  6'' 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

In^assable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


REVIEWED:  C  CHE(3c57  ATPROVED: 

PROIECT  MANAGER:  J-PASTOWC^  ■■  ■" 


US  ARMY 

ENVIRONMENTAL  CENTER 


nGUREA-13-1 

ZONE  A  SUBAREA  A-13  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

Ptcpttcd  For; 


l^'W 

'N 


FORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No,  529496 
JUNE  1993 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"-  6'' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 
Undiaracterized  Sites  and  Special  Areas 
Wedands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  r  =  140  FEET 


REVIHWED: 


PROIECT  MANAGER:  J.PASTQRICK 


us  ARMY 

ENVIRONMENTAL  CENTER 


m 


nGUREA-.13-2 

ZONE  A  SUBAREA  A-13  MAP  2 
HIGH  CONCENTRATIONS  OF  METALLIC 
CONTACTS  BELOW  6  INCHES 


Prepared  For: 

FORT  GEORGE  G.  MEADE,  MD 
UXO  SXmVEY  operation 
PROJECT  No.  529496 
JUNE  1993 


MAP  #3.  HIGH  CONCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 


UXB  lN7ERNATIONAl,]NC.  CH.ANTI11Y.VA  22021 
L4800  Cooftraiee  C«ftier  Drive:,  Suite  100 
<703)  *03- *904 


TJXO  Smvey  &  OPS  Meppaflx  Prodariioiis 
Ft.Me«KMI>  (DOlSOO-AcrePttcei) 
fromtbe 

EWIRONMENT^  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

450G  C.ARLBY  L.ANE,  ALEXANDRIA,  VA  22309 
r?03)  799-7231  {703r)  964- 3549 


DATE:  JUNE  1993 


COMPILED  BY;  OJl.  TURLEY 


1 


Subarea  Boundary 
Quality  Assurance  Lanes 
irXO  Surface 
UXO  Subsurface  1"-  6"' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Undiaracicrizcd  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 


Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  «  140  FEET 


REVIEWH): 

PROJECT  MANAGER; 

J.  PASTORICK  '  1 

US  ARMY 

ENVIRONMEOTAL  CENTER 


IT 


nGLrREA-13-3 

ZONE  A  SUBAREA  A-13  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 

Prc|Mr«dFar: 


FORT  aEOROE  0.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529*96 
JUNE  1993 


32"W 

S'N 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  INTERNATKMJAl.INC.  CHANTILLY.  VA  22021 
14d00  Coof«fcoee  Center  Driv^  Suite  100 
(703)  803-S9(W 


UXO  Survey  &  OPS  MappiciA  Ptoductiofis 
Pt.  MD  (DOl  500- Acre  PareeJ) 

fromtbe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAl  ADVANCED  STUDIES,  INC. 

450£  CARLBY  LANE,  ALEXAND2UA,  VA  22309 
C703)  79^7231  (703)968-3549 


DATE:  JUNE  1993 


COMPILED  BY;  OJi.  TURLEY* 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

UncharacterLzed  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

hnpassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  V'  =  140  FEET 


^  U1 


#H1 


REVIEWED; 


PROJECT  MANAGER:  J.PASTORJCK 


US  ARMY 

ENVIRONMENTAL  CENTER 


EQ 


nGUREA-13-4 

ZONE  A  SUBAREA  A-13  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Prepited  For; 

PORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJEtn'Na  529496 
JUNE  1993 


SUBAREA  A-14 

ZONE  A  (DOI-500  ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


M 

WM 

m 

HR 

A-8 

m 

■[ 

ICWi 

IgMi 

A-15 

jM 

A-17 

A-18 

A-19 

m 

A-22 

9 

A-24 

ZONE  A  SUBAREAS 

DEPARTMENT  OF  INTERIOR-500  ACRE  PARCEL 


X 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


Quality  Assurance  0"  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  2.45 

0 

PASS 

NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  .-vSI 

GPS  Mapping  &  UXO  Data  Collection 

Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 


Subarea:  A-14  Total  Acreage:  23.34 


TERRAIN  DESCRIPTION 

90%  HEAVY  WOODS,  10%  OPEN  AREA 

WETLANDS: 

ONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

ONE 

Thick  vegetation  in  marsh. 

UNCHARACTERIZED  SITES: 

NONE 

Summary  of  UXO  Discoveries 

Type 

Quantity 

Depth  Located 

GRENADE: 

M-8  SMOKE 

3 

SURFACE:  0 

1"  -  6"  18 

PYROTECHNICS: 

ARTY  SIMULATOR 

15 

TOTAL  UXO 


18 


76''46'31"W 
39°  05'  12"N 


MAP#1,  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  mTERNATIONAl,  INC.  CHANTIU.Y,  VA  22021 
14^00  CocifcteacA  Centcz  Drivc^  Suite  100 
(703)  803-89(M 


XJXO  Surv^  &  GEPS  Mappinx  PtodnctioQS 
(DOI 500- Acre  Pared) 

£rQni  Um 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAl  ADVANCED  STUDIES,  INC, 

4502  C.MILBY  LANE,  ALEXANDRIA,  VA  2:^ 

(703)  799-7231  (703)  9d$-3549 


DATE;  JtWE  1993 


COMPILED  BY:  OJI.TUHLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6" 

High  Concentration  Are^  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Undiaracterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


REVIEWED: 


HtQIECr  MANAGER:  L  PASTORJCK 


US  ARMY 

ENVIRONMENTAL  CENTER 


EQ 


HGUREA-H-l 

ZONE  A  SUBAREA  A-14  MAPI 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

Prepared  For: 

FORT  GEORGE  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  A _  Subarea:  A-14 


This  page  replaces  Figure  A-14-2 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  A _  Subarea:  A-14 


This  page  replaces  Figure  A-14-3 

There  are  no  Hish  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


76®46'31"W 
39°  05'  12"N 


76°  46’  20"W 
39°  05'  N 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  INTERNATIONAL.INC.  CHANTILLV.VA  22021 
14S00  Coofexeocfr  Center  Driven  Suite  100 
C703)  *03- >904 


UXO  Survey  &  GPS  Mappiax  Produclioos 
Ft  Meade,  MB  (DOl  500- Acre  Ptroel) 

&omUie 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

45Cfi  CaRLBY  lane,  ALEXANDRIA,  VA  22309 
(703)  W7231  (703)95*- 3549 


DATE: 


KJNE1993 


COMPILED  BY:  QJI.  TURLEY 


Subarea  Boundary 


Quality  Assurance  Lanes 


UXO  Surface 

UXO  Subsurface  I"'  -  6"' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 


High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 


U1 
^  HI 

I — I 


Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  I"  =  140  FEET 


1  REVIEWED: 

1  PROJECT  MANAGER: 

LPASTORICK  ' 

■  _ _ _ _ 

US  ARMY 

ENVIRONMENTAL  CENTER 


IT 


nOURE  A-144 

ZONE  A  SUBAREA  A-14  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SUES) 


Ptej>*r©d  Fot:  ^ 


FORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


76°  46'  20"W 
39°  05'  N 


SUBAREA  A-16 

ZONE  A  (DOI-500  ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTOENT  OF  INTERIOR-500  ACRE  PARCEL 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


Start  Date: 


DOI  500  Acre  Parcel 

Zone  A  Subarea  —!§. — 

i/QT  Completion  Date:  5/11/93 


Surface  Survey  0"  -  6": 


Total  Acreage  Surveyed:  21 32 


UXO  Surface  0" 


UXO  Surface  l"-6" 


Ordnance  Related  Items 


159 


Metallic  Contacts  Remaining  Below  6" 


Non-Ordnance  Items 


Total  Contacts 


2765 


3015 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection _ 

Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  A-16  Total  Acreage:  — 27.32 - 

TERRAIN  DESCRIPTION  70%  HEAVY  WOODS,  30%  OPEN  AREA 


WETLANDS: 

NONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

SEVEN 

A-16-U-1  Area  is  filled  with  cables,  wires,  and  fence  poles. 

A-16-U-2  Area  contains  a  large  roll  of  fencing  and  concrete  fence 

poles. 

A-16-U-3  Area  is  a  small-arms  ammunition  burial  pit. 

A-16-U-4  Area  is  a  btuial  pit  for  old  gas  masks. 

A-16-U-5  Area  is  filled  with  barbed  wire. 

A-16-U-6  Area  is  filled  with  debris. 

A-16-U-7  Area  is  filled  with  pieces  of  metal,  pails,  cans,  and  other 
types  of  containers. 


Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

GRENADE: 

M-8  SMOKE 

3 

SURFACE:  1 

1"  -  6"  6 

LANDMINECBOOBY  TRAP) 
(M49  TRIP  FLARE) 

4 

TOTAL  UXO 

7 

76®  47'  45"W 
39®  05'  N 


/ 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  Sc  BOUNDARIES 


UXB  IKTERNATIONAl.INC.  CHANTOiY.VA  22021 
14S00  CoafefCQce  Cate?  Driven  Soitfr  100 
(703)  W3-89CH 


tlX  O  Survey  &  Mtppiax  Prodoctiofis 

FtMe«fc»MD  (DOlSOO-AerePwcd) 
fcoratbe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PA3  ADVANCED  STUDIES,  INC. 

4502  CARLBY  LANE,  .-MEXAPaJIUA,  VA  22309 
(703)  799-7231  (703)  96^3549 


DATE  JUNE  1993 


COMPILED  BY:  GJI.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  I"'- 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wedands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Irrqjassable  Areas 
Debris 
Vegetadon 
Standing  Water 


SCALE  1"  =  140  FEET 


REVIEWED: 


PROJECT  MANAGER:  LPASTORICK 


us  ARMY 

ENVIRONMENTAL  CENTER 


m 


FIGURE  A- 16-1 

ZONE  A  SUBAREA  A- 16  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

PrqpttedFor: 

FORT  OEORGE  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
FROIECT  No.  529496 
JUNE  1993 


76°  47'  45"W 
39°  05'  N 


i?  #2,  fflGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 

UXB  mrERNAnONAUINC.  CHAKIULY.VA  22021 
14300  Cocferencc  Ccaler  Driven  ^te  100 
(703)  303-3904 

IfXO  Survey  OPS  Mi|>puir  Produciiota 
RMe«ie.MD  <pOI  500- Acre  Pwcel) 

£romU)e 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CARLBY  LAKE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  963-3549 


DATE:  JUNE  1993 


COMPILED  BY:  GJI,  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Inqjassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  r  =  140  FEET 


REVIEWED: 

CHECKED; 

>'  APPROVED: 

PROIECT  MANAGER: 

LPASTORICK  ^ 

US  ARMY 

ENVIRONMENTAL  CENTER 


OS 


76®  47'  33"W 
39°  04'  48"N 


FIGURE  A- 16-2 

ZONE  A  SUBAREA  A-16  MAP  2 
fflOH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 

PteptfedFor: 

FORT  aEOROE  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROTECT  No.  529496 
JUNE  1993 


76^  47'  45"W 
39'’  05'  N 


iA?  #3.  HIGH  COxVCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 


UXB  INTEJWATIONAI,  INC,  CHANnUY,  VA  22021 
14M0  Coofereoce  Ce«tcf  Dnv'tit  Slate  100 
(703)  803-#90t 


1.^X0  Siir\’«y  &  OPS  Mapptaic  Prcidactioas 
PLMc.de,MD  (BOl  500- Acre  Parcen 
from  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAJ  advanced  S7  UDIES,  INC. 

4502  CAW-BY  LANE,  ALEXANDRIA,  VA  2230S 
(703)  79^X131  a03)96S^3$49 


DATE;  JUNE  1993 


COMPILED  BY;  O.H.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
LTXO  Surface 
UXO  Subsurface  T'-  6'' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concoitration  with  Count  of 
Unidentified  Contacts  Deeper  than  6'^ 

Undiaracterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  r 


140  FEET 


REVIEWED:  CHECKED; 


project  MANAGER:  I PASTORJCK 


US  ARMY 

ENVIRONMENTAL  CENTER 


EQ 


FIGURE  A-16-3 

ZONE  A  SUBAREA  A-16  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 


Preyed  For; 

FORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  C»>ERATiaN 
PROJECT  N<x  52949S 
JUNE  1993 


76°  47'  45"W 
39°  05'  N 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


22021 

14«00  Cooftrcncc  Ceotcr  Driven  Suite  100 
(703)  803- 8904 


tJXO  Siirviy  &  OPS  MappiuR  ytoch^ 

Ft,Mcftde,MD  POI5(X)-AcrePircd) 
irocnUie 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES.  INC 
4502  CAIOBY  LANE.  ALEXANDRIA.  VA  22309 
(703)  799-7231  (703)  968-3549 


DATE:  JUNE  1993 


COMPILED  BY;  OJl.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 
Uncharacterized  Sites  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

Ii^passable  Areas 
Debris 
Vegetation 
Standing  Water 


♦  HI 


SCALE  1"  s  140  FEET 


raOJECT  MAJIAOER:  I  PACTOBinf 


US  ARMY 

ENVIRONMENTAL  CENTER 


ED 


FIGIIRE  a- 16-4 

ZONE  A  SUBAREA  A-16  MAP  4 

SPECIAL  AREAS 

(ENVIRONMENTAL,  ENDANGERED  SPECIES 
habitat,  WETLANDS,  HISTORICAL  SITES) 

iVepMed  Foe: 

FORT  GEORGE  0.  MEaDE.  MD 
UXO  SURVEY  operation 
project  No;  529496 

JUNE  1993 


SUBAREA  A-17 

ZONE  A  (DOI  500-ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


A-1 

g 

g 

g 

m 

gs 

A-8 

m 

g 

g 

g 

g 

jg 

B 

A-19 

m 

H 

A-22 

^-23 

A-24 

g 

g 

g 

ZONE  A  SUBAREAS 

depar™ent  of  interior-500  acre  parcel 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


DOI  500  Acre  Parcel 

Zone  A  Subarea  _ M _ 

Start  Date:  6/25/92  Completion  Date: _ 5/19/93. 


Surface  Survey  0"  -  6": 


UXO  Surface  0" 


UXO  Surface  1"  -  6" 


Ordnance  Related  Items 


Total  Acreage  Surveyed:  32.21 

0 


337 


Metallic  Contacts  Remaining  Below  6" 


Non-Ordnance  Items 


Total  Contacts 


392 


5233 


5967 


Quality  Assurance  0"  -  6": 


UXO  (1st  Evaluation) 


Total  Acreage  Surveyed:  3.6 


0 


Q/A  Pass  or  Fail 


UXO  (2nd  Evaluation  if  Required) 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


76°  47'  18"W 
39°  04'  48"N 


1 


UXB  INTERNATIONAI,  INC.  CHANTILLY,  VA  22021 
14^00  Couferefice  C«aler  Driven  Suite  100 
(703)  803-«904 


UXO  Sarv>^  &  GPS  Mappiax  Prodoctioos 
RMc«le,MD  (DOlSOO^Acre Parcel) 
frccu  Ute 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CAKLBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  90-3549 


DATE;  JUNE  1993 


COMPILED  BY:  OH.  TURLEY 


Subarea  Boundaiy 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsiuface  I"  - 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6"' 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


X 


PROJECT  MANAGER:  J.PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


IT 


HGURE  A-17-1 

ZONE  A  SUBAREA  A-17  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

Ptepcicd  For: 

FORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


76®  47'  33"W 
39®  05'  N 


lAP  #2.  HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


UXB  INTERNATIONAL,  me.  CHANTILLY,  VA  22021 
L4S00  CcjofercAce  Ceoier  Drive,  Suite  100 
(703)  803-89W 


DXO  Survey  &.  GPS  M«ppuR  Producdoiis 
FLMctde^MD  (DOI 500*  Acre  Puce!) 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI^ASI 

PAI  advanced  studies,  INC. 

4502  CARLBY  LAKE,  ALEXANDIUA,  VA  22309 
(703)  799-7231  (703)  9S«-3549 


DATE:  JUNE  1993 


COMPILED  BY;  OJI.TUKLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"-  6” 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6'' 

Undiaracterized  Sites  and  Special  Areas 

Wedands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


REVIEWED: 


PROJECT  MANAGER;  J.  PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


HGURE  A-17-2 

ZONE  A  SUBAREA  A-17  MAP  2 
HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


Prepared  Fee: 

FORT  GEORGE  O,  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  Noi  529496 
JUNE  1993 


76®  47'  33"W 
39®  05'  N 


•  #3.  HIGH  CONCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 


UXB  l>rrEKNATIONAI,INC.  CHANIULY.VA  22021 

14^00  Coafereoc*  Ceoter  Driven  Suite  100 
(703)803- *904 


UXO  Survey  &.  GPS  Mappuu  Productions 
FtMeedciMD  (DOI 500- Acre  Piree^ 

^ocn  the 

ENVIRONMENT  SAFETY  SYSTEM  (ESS) 
PAI^ASI 

PAI  ADVANCED  STUDIES.  INC. 

4502  CARLBY  LANE.  ALEXANDRIA.  VA  22309 
(703)  799-7231  (703)  968-3549 


DATE:  JUNE  1993 


COMPILED  BY;  OJI.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6"' 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  -  140  FEET 


I  >  I'i  i^jOgil 


us  ARMY 

ENVIRONMENTAL  CENTER 


m 


HGURE  A- 17-3 

ZONE  A  SUBAREA  A-17  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 


Prepared  Foe: 

FORT  OEORGE  O.  MEADE,  MD 
VXO  SURVEY  OPERATION 
PROJECT  Na  52^96 
JUNE  1993 


76*  47'  33"W 
39°  05'  N 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  INTERNATIONAl,mC.  C31ANnU-Y,VA  22021 
L4900  Coaf«tcoc6  Ceotei  Dzivct  Suite  100 
(703)  803-8904 


UXO  Survey  Sc  OPS  Mappixut  Productioos 
FUMeeck^MD  (POl  500- Acre  P«zcel) 
fcyn  tike 

ENVIRONMENT  Sc  SAFETY  SYSTEM  (ESS) 
PAI^ASI 

PAl  ADVANCED  STUDIES,  INC. 

4502  CAKLBY  LANE,  AI:EXANDRIA,VA  22309 
(703)  799-7231  (703)968-3549 


DATE:  JUNE  1993 


COMHLEDBY:  ON.  TURLEY 


Subarea  Boundary 
(Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  &' 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

&idangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  r'  =  140  FEET 


#  HI 


REVIEWED: 


PROJECT  MANAGER:  I PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


nn 


HGURE  A-17-4 

ZONE  A  SUBAREA  A-17  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Pr^ired  Poe: 

FORT  aEOROE  O.  MEADE,  MD 
UXO  SVJtVEy  OPER,\TION 
PROJECT  No,  529496 
JUNE  1993 


SUBAREA  A-18 

ZONE  A  (DOI  500-ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTMENT  OF  lNTERIOR-500  ACRE  PARCEL 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 


Subarea: 


Total  Acreage: 


32.45 


TERRAIN  DESCRIPTION 

30%  HEAVY  WOODS,  70%  OPEN  AREA 

WETLANDS: 

NONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

TWO 

A-18-U-1  Area  gave  Schonstedt  detectors  constant  maximum 

readings.  10  by  6  meters  with  10  meter  axis  East-West. 

A-18-U-2  Area  is  a 

7.62MM  small  arms  burial  pit. 

Summary  of  UXO  Discoveries 


Type 


GRENADE: 

M-18  SMOKE 
M-8  SMOKE 
M-9  RIFLE 
PROJECTILE: 

60MM  MORTAR 
81MM 
BAZOOKA 
PYROTECHNICS: 

M-123  FLARE 
TOTAL  UXO 


Quantity 


Depth  Located 


SURFACE:  0 

1"  -  6"  11 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


DOI  500  Acre  Parcel 

Zone  A  Subarea  _ 

Start  Date:  6/1 6/93  Completion  Date:  5/20/93 


Surface  Survey  0”  -  6": 


Total  Acreage  Surveyed:  32.45 


UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 

Metallic  Contacts  Remaining  Below  6" 

Non-Ordnance  Items 

Total  Contacts 


0 _ 

u _ 

1309 

401 

4562 

6283 


Quality  Assurance  0"  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  3.7 

0 

PASS 

NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


MAP#I.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


L’XB  INTERNAT1CWA1,INC.  CHAKnU-Y.  VA  22001 
t4M0  Coalorcoce  Crmirt  Drive,  Suite  100 


VXO  Sorvey  ic  QPS  MepiMM  }Vod«etioas 
RMe«ki.Ml>  (D<» SODAcxePtacel) 
fromtW 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAJ  advanced  studies.  INC 

450C  CARLBY  LANE,  ALEXANDRIA.  VA  22300 
0703)790-7231  (703)  96*- 3549 


DATE:  JUNE  1903 


COMHLEDBY:  QJI.nrRLEY' 


Subarea  Boundary 
Quality  Assurance  Lancs 
UXO  Surface 
UXO  Subsurface  1"-  6'' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  dian  6*' 

Uncharacterized  Sites  and  Special  Areas 

Wedands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

In^assable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  r  -  140  FEET 


REVIEWED; 


FROteCTMANAOEK:  ].PAST«UCK  ' 


US  ARMY 

ENVIRONMENTAL  CENTER 


ED 


nOURE  A-18-1 

ZONE  A  SUBAREA  A-18  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

FORT  OEOROE  a  MEADE,  MD 
UXO  SURVEY  ORRATKm 
rROIECTNaLS29«96 
JUNEim 


MAP  #3.  HIGH  CONCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 


LDiB  INTERNATIONAI,  INC.  CHANTaiY,  VA  22021 
L4<00  CofifcrcDce  Center  Drive,  Suite  100 
(703)  «03- 8904 


UXO  Survey  &l  QPS  Mapping  Ptodactic»s 
Ft  Meade.  MD  (DOI 500-  Acre  Fircel) 
from  the 

ENVIRONMENTT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CAJU-BY  lANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  ^703)  968- 3549 


DATE:  JUNE  1993 


COMPILED  BY:  OJI.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6*' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  &' 

Undiaracterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Irr^assable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  r  *  140  FEET 


REVIEWED: 


PROJECT  MANAGER:  J,  PASTORJCX 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


FIGURE  A-18-3 

ZONE  A  SUBAREA  A«18  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 


lYryfcrf  Par: 

FORT  OEOROE  O.  MEADE,  MD 
UXO  SURVEY  <»»ERATION 
PROJECT  No.  529496 
JUNE  1993 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  INTERNATIONAL,  INC.  CHANTILLy,  VA  22021 
14^00  Conference  Center  Diive^  Suite  100 
(703)  S05-S904 


XJXC  Survey  St  GPS  MapfuoR  Productioos 
RMcwk^MD  POI  500- Acre  Parcel) 

^om  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAl  ADVANCED  STUDIES,  INC. 

4502  CAIU3Y1ANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  96«-3549 


DATE:  JUNE  1993 


COMPILED  BY:  G.H.TUR1EY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  F'-  6” 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6'' 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  r  -  140  FEET 


REVIEWED: 


PROJECT  MANAGER:  J.  PASTOR3CK 


APPROVED; 


us  ARM\' 

ENVIRONMENTAL  CENTER 


[Q 


HGURE  A.18-4 

ZONE  A  SUBAREA  A-18  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

PrepuredPot: 

FORT  OTOROE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  52949S 
JUNE  1993 


SUBAREA  A-19/A-26 
ZONE  A  (DOI  500-ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTMENT  OF  INTERIOR-500  ACRE  PARCEL 


Start  Date: 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


DOI  500  Acre  Parcel 

Zone  A  Subarea  ^9/26  .. 

7/Q2  Completion  Date:  1/22/93 


Surface  Survey  0"  -  6": 


Total  Acreage  Surveyed:  38.99 


UXO  Surface  0" 


UXO  Surface  1"  -  6" 


Ordnance  Related  Items 


Metallic  Contacts  Remaining  Below  6" 


Non-Ordnance  Items 


Total  Contacts 


138 


4602 


4919 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI-ASI 

GPS  MAPPING  &  UXO  DATA  COLLECTION 

Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 


Subarea:  A-  19/A-26  Total  Acreage:  38.99 


TERRAIN  DESCRIPTION  70%  HEAVY  WOODS,  30%  OPEN  AREA 


WETLANDS: 

HISTORICAL  SITES: 

ENDANGERED  SPECIES: 
LANDFILLS: 

IMPASSABLE  AREAS: 
UNCHARACTERIZED  SITES: 


FOUR  (All  part  of  same  wetland) 


ONE 

A-19-H- 1  Biggs  and  Waters  Cemetery 

NONE 

NONE 

NONE 


EIGHT  (See  attached  page) 


Summary  of  UXO  Discoveries 


Quantity 

Depth  Located 

GRENADE 

M-8  SMOKE 

1 

SURFACE  0 
l"-6"  1 

TOTAL  UXO 

1 

SUBAREA  A- 19  and  A-26  (UNCHARACTERIZED  SITES)  CONTINUED 


A-19-U-1 

A-19-U-2 

A-19-U-3 

A-19-U-4 

A-19-U-5 

A-26-U-1 

A-26-U-2 

A-26-U-3 


Area  is  an  old  homestead  contaminated  with  mins  of  brick 
and  concrete  building?,  trenches,  and  de^  wells. 

Contaminated  with  bride,  concrete  blodes,  old  tmdc  chassis, 
and  frame  of  horse  carriage. 

Metal  sheets,  wires,  cans,  and  metal  pieces. 

Area  is  a  heavily  contaminated  burial  site;  could  not  conduct  surv^. 

Area  contaminated  with  wires,  broken  pipes,  metal  pieces, 
and  banding  material. 

Contaminated  with  metal  sheets,  pieces  of  metal,  and  pipes. 
Contaminated  with  metal  pieces,  banding  materials  and  wire. 
Contains  small  arms  .30  cal.  cartridges  and  machine  gun  links. 


76®  47'  03"W 
39®  05' N 


MAPffl.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  lNTERNATIOHAl,INC.  CHANTOiY.VA  22Q21 
I4I00  Cc«£eg<aoe  Ciatm  Diive»  Siito  100 
(70^K»>890ri 


UXO  Smytv  ^  OP$  MiVViax  PtoAietfc** 
VLM^W>  paS00.A«»lW) 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES^  INC 
^CA3tt3Y^J^NE,ALEX.^^a)WA,  VA  22309 
(703)  799^7231  (903)90-3549 


DATE;  JUNE  1995 


COMPILED  BY;  OJl.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lancs 
UXO  Surface 
UXO  Subsurface  1"-  6" 

High  Concentradon  Areas  of  Ordnance 
Related  Items  Recovered 

High  Conoentradon  with  Count  of 
Unidentified  Contacsts  Deeper  than  6" 
Uncharacterized  Sites  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  *170  FEET 


REVIEWED; 


US  ARMY 

ENVIRONMENTAL  CENTER 


EH 


FIGURE  A-19/26-1 

ZONE  A  SUBAREA  A-19  &  A-26  MAP  1 
UXO  LOCATIONS,  QUALTIY  ASSURANCE  LANES 
impassable  AREAS,  LANDFEXS 


Pt«p«oa  Fof: 

FCAT  aEOROE  O.  MEADE,  MD 
UXO  SURVEY  OPER.ATION 
PROJECT  No.  529495 
JUNE  1993 


76°  47'  03"W 
39°  05'  N 


MAP  #2.  HIGH  CONCENTRATIONS  OF  METALLIC 
CONTACTS  BELOW  6  INCHES 


UXB  DWERNATIONAL,  INC.  CHANTOXY,  VA  22021 
14;$00  Coitf«xcoce  Drive,  Sprite  100 
(703)  803-«90+ 


UXO  Survey  &  OFS  Mappii^t  l^oducliotts 
RMe*de,MD  (DOI 500- Acre  Parcel) 

6ocn  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC 
4502  CARLBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  96S.  3549 


DATE:  JUNE  1993 


COMPILED  BY:  GiI.TUM3Y 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"-  6"' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Re<x)vered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6"' 

Uncharacterized  Sites  and  Spe<tial  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  170  FEET 


REVIEWED: 


US  ARMY 

ENVIRONMENTAL  CENTER 


nra 


FIGURE  A-19/26-2 

ZONE  A  SUBAREA  A-19  &  A-26  MAP  2 
HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 

Prepared  For; 

FORT  OEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


76-  47'  03"W 
39-  05'  N 


MAP  HIGH  CON'CENTRAllONS  OFORDN'AN'CE 
RELATED  ITEMS 


L  XB  jnternat:onai,  INC.  chantilly.va  22021 

L4M0  Coafei«oce  Center  Diive.  Suite  100 
(^03;.  *03-8904 


l.iXO  Survey'  i  GPS  Manpiiix  ProductioaG 
Fi.Me«fc,MI)  0)01  500- Acjc  Parcel) 
frotn  the 

ENVIRONMENT  &  SAFETT^  SYSTEM  (ESS) 
PAI-ASI 

PAJ  ADVANCED  SJVDTES,  INC 
450:  CAPJ-BV  LANE,  .ALEXANDPJA  VA  22309 
(705)  799-  723 1  (703)  968 -  3549 


DATE:  n^NE  1993 


COMPILED  BY:  G.H.  THW-EY' 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
L'XD  Subsurface  1"-  6" 

High  Concentration  Are^s  of  Ordnance 
Related  Items  Recovered 

High  Concentration  v)dth  Count  of 
Unidentified  Contacts  Deeper  than  6" 
Uncharactcrized  Site«  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

In^assablc  Areas 
Debris 
Vegetation 
Standing  Wato 


SCALE  r  =  1 70  FEET 


REVIEXVED;  , 


PROIECT  MANAGER;  J.  PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


Q9 


FIGURE  A- 19/26-3 

ZONE  A  SUBAREA  A19&A.26  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 


PtnpmdPor: 

FC»T  GEOftOE  O.  MEADE,  MD 
UXO  SURVEY  (DERATION 
PROJECT  No.  529496 
JUNE  1993 


SUBAREA  A-20/A-27 
ZONE  A  (DOI  500-ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPAR™ENT  of  lNTERIOR-500  ACRE  PARCEL 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


DOI  500  Acre  Parcel 

Zone  A  Subarea  20/27_ 

Start  Date:  1 0/2R/Q2  Completion  Date: _ 11/13/92. 


Surface  Survey  0"  -  6": 


UXO  Surface  0" 


UXO  Surface  1"  -  6" 


Ordnance  Related  Items 


Total  Acreage  Surveyed:  32.95 

_ 

0 


1593 


Metallic  Contacts  Remaining  Below  6" 


Non-Ordnance  Items 


Total  Contacts 


675 


2277 


Quality  Assurance  0"  -  6": 


UXO  (1st  Evaluation) 


Total  Acreage  Surveyed:  4.42 


0 


Q/A  Pass  or  Fail 


UXO  (2nd  Evaluation  if  Required) 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  5294% 

Subarea:  a=2QM=27  Total  Acreage:  32.95 


TERRAIN  DESCRIPTION 

100%  HEAVY  WOODS 

WETLANDS: 

ONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

ONE 

A-20-U-1  Old  building  and  pieces  of  motor  vehicle. 

Summary  of  UXO  Discoveries 


Type 


Quantity 


LANDMINE 

BOOBY  TRAP,  M-49 
(SIMULATOR) 

PYROTECHNICS 
M-126 
TOTAL  UXO 


Depth  Located 


SURFACE:  5 

1"  .  6"  0 


16°  46'  48"W 
39''  05'  N 


MaP#1.  unexploded  ordnance  (UXO) 

LOCATIONS  &  BOUNDARIES 


UXB  international,  INC.  CH.ANTILLY,  VA  22021 

L43G0  Conference  Ceder  Drivc»  Suite  100 
(703)  W3.S904 


UXO  Survey  &  GPS  Mappior  Prodoclioos 
Ft,  Meide,  MD  (DOI 500- Acre  Parcel) 
frorntbe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CARLBY  L.\NE,  ALEXANDRIA^  VA  22309 
(703)  799-7231  (703)  9wL  3549 


DATE:  JUNE  1993 


COMPILED  BY;  GJI,TUR1^ 


Subarea  Boundary 
Quality  Assurance  Lanes 
LrXO  Surface 
LrXO  Subsurface  I'"-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  ^^dth  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

hrrpassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  r  =170  FEET 


REVIEWED;  , 


PROJECT  MANAGER;  J.PASTORICK 


US  ARMY 

SlX  ENVIRONMENTAL  CENTER 


rn 


HGURE  A-20/27-1 

ZONE  A  SUBAREA  A-20  &  A-27  MAP  1 
UXO  LOCATIONS,  QUAUTY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

Prcfwed  Bw: 

FORT  GEORGE  0.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  A _  Subarea:  A-20/27 


This  page  replaces  Figure 


A-20/27-2 


There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


16^  46'  48"W 
39°  05'  N 


MAP  #3.  fflGH  CONCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 


UXB  INTERNATIONAL,  INC.  CHANTILLY,  VA  22Q21 
L4SOO  Confeteoce  Ceflt«r  Drive^  Smte  100 
(703)  803-8904 


UXO  Surv^  &  GPS  Mapping  PtoductiMut 
Ft  Mead«s  >0)  (DOI  500- Acre  Parcel) 
ftoni 

EiWIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CARLBY  LANE.  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)968-3549 


DATE:  JUNE  1993 


COMPILED  BY:  GJI.  TILLEY 


Subarea  Boundary 
Quality  Assurance  Lane^ 

UXO  Surface 

UXO  Subsurface  F'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6*' 
Uncharacterized  Sites  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

In^assable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  170  FEET 


b»av»n»)ac«<:< 


APPROVED: 


us  ARMY 

ENVIRONMENTAL  CENTER 


m 


FIGURE  A-20/27-3 

ZONE  A  SUBAREA  A-20  &  A-27  MAP  3 
CONCENTRAHON  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 


PteparedFoe 

FORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


76"  46'  48"W 
39"  05'  N 


SUBAREA  A-21 

ZONE  A  (DOI  500-ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTMENT  OF  INTERIOR-500  ACRE  PARCEL 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 

DOI  500  Acre  Parcel 

Zone  A  Subarea  _ 

Start  Date:  1 0/2Q/Q2  Completion  Date: _ 3/1/^ 

Surface  Survey  0"  -  6": 

UXO  Surface  0" 

UXO  Surface  l"-6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6" 

Non-Ordnance  Items 


Total  Acreage  Surveyed:  16.06 

0 


1 


7 


2 


469 


Total  Contacts 


479 


Quality  Assurance  0"  -  6": 


UXO  ( 1  St  Evaluation) 


Q/A  Pass  or  Fail 


UXO  (2nd  Evaluation  if  Required) 


Q/A  Pass  or  Fail 


Total  Acreage  Surveyed:  1-85 

0 

PASS 


NOT  REQUIRED 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 


Subarea: 


Total  Acreage: 


TERRAIN  DESCRIPTION 


WETLANDS: 


HISTORICAL  SITES: 


ENDANGERED  SPECIES: 


LANDFILLS: 


IMPASSABLE  AREAS: 


UNCHARACTERIZED  SITES: 


100%  HEAVY  WOODS 


NONE 


NONE 


NONE 


NONE 


NONE 


Type 


Summary  of  UXO  Discoveries 


Quantity  Depth  Located 


TOTAL  UXOs 


76°  46'  32"W 
39°  05'  N 


MAP  #  1 .  UNEXPLODED  ORDNANCE  fUXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNATIONAl,INC.  CaJANTILLY.  VA  22021 
14^00  Coaferaice  Center  I>iive>  Suite  100 
C703)  W3-8904 


UXO  Survey  &  GPS  Mappiox  Productions 
Ft  MeedC)  NOO  (D03  500- Acre  Parcel) 
from  ibe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  .ADV.-^NCED  STUDIES,  INC. 

4502  CARLBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  90-3549 


DATE:  JLTC  1993 


COMPILED  BY:  OJI.  TURLEY 


.L 


')  i 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"- 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6'' 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Ir^passable  Areas 
Debris 
Vegetation 
Standing  Water 


76^  46'  22"W 
39°  04'  53"N 


SCALE  1"  =  140  FEET 


REVIEWED; 


FROJECTMANAOER:  I.PASTOWCK 


\  US  ARMY 

^  JL  ENVIRONMENTAL  CENTER 


Eia 


HGURE  A-21-1 

ZONE  A  SUBAREA  A-21  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

Pr<9aredPot: 

FORT  GEORGE  G.  ME.ADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  A _  Subarea:  A-21 


This  page  replaces  Figure  A-21 -2 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  A _  Subarea:  A-21 


This  page  replaces  Figure  A-21 -3  . 

There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


76®  46'  32"W 
39®  05'  N 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECLAL  AREAS 


UXB  I>JTERNAT10NAL,  INC.  CHANTILLY,  V.A  22021 
14^00  Coo^Okce  Ceater  Bnvc,  Suite  LOO 
(703)  S03-8904 


UXO  Survey  &  GPS  Mapping  Prodoctioos 
R.  Meade,  MB  pOlSOO-AciePircel) 
froa  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAJ  .ABVANCEB  STUBIES,  INC. 

4502  CARLBY  LAKE.  ALEXANBRIA.  VA  22309 
(703)  799^7231  (703)  96>. 3549 


BATE:  JUKE  1993 


COMPOEBBY:  GJLTimLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  F'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

LTncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 


HI 


Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  140  FEET 


APPROVEB: 


Uisrjml 


US  ARM\' 

ENVIRONMENTAL  CENTER 


m 


nOURE  A-21-4 

ZONE  A  SUBAREA  A-21  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Prepared  For 

FORT  GEORGE  O.  \£EABE.  MB 
UXO  SURVEY  OPEILATION 
PROJECT  No.  529496 
3U>nEl993 


SUBAREA  A-23 

ZONE  A  (DOI  500-ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTMENT  OF  INTERIOR-500  ACRE  PARCEL 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 

DOI  500  Acre  Parcel 

Zone  A  Subarea  23 _ 


Start  Date:  11/23/92  Completion  Date: _ 1/12/93 


Surface  Survey  0”  -  6":  Total  Acreage  Surveyed: _ 19.25 


UXO  Surface  0" 

UXO  Surface  l"-6" 

Ordnance  Related  Items 

Metallic  Contacts  Remaining  Below  6" 

Non-Ordnance  Items 

Total  Contacts 


1 _ 

1 _ 

231 

43 

2033 

2309 


Quality  Assurance  0"  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  2.39 

0 

PASS 

NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  _A=23_  Total  Acreage:  19.25 _ 


Summary  of  UXO  Discoveries 


Type  Quantity  Depth  Located 


GRENADE; 

M-18  SMOKE 

LANDMINE: 

BOOBYTRAP,  M-49) 
(SIMULATOR) 

TOTAL  UXO 


76°  47'  48"W 
39°  04'  48"N 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  DJTEKNATIONAUINC.  CHAKraiY.VA  22021 
14^00  Coafereac«  Ceaid  Smtc  100 
(703)  80^^904 


XJXO  Survey  &  GPS  MappiuR  Productioos 
R.Me«k,MD  (DOl  500- Acre  PerecI) 

:&cniUie^ 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAl  advanced  studies,  INC. 

4502  CAR13V  LANE.  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  9^3549 


DATE;  JUNE  1993 


COMPILED  BY:  OJI.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  V' -  6” 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6^' 

Undiaracterized  Sites  and  Spe^nal  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  V'  =  140  FEET 


76"  47  33"W 
39"  04'  38"N 


REVIEWED; 


PROIECT  M*\NAaER:  J.  PASTOR3CK 


us  ARMY 

ENVIRONMENTAL  CENTER 


0] 


nOURE  A-23-1  i 

ZONE  A  SUBAREA  A-23  MAP  I 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

FreptfcdFor; 

FORT  OEQROE  G,  MEADE.  MD 
UXO  SURVEY  OPERATION 
PROJECr  No.  529496 
JUNE  1995 


39°  04'  48"N 


MAP  #2.  HIGH  CONCENTRATIONS  OF  METALLIC 
!  CONTACTS  BELOW  6  INCHES 


UXB  INTERNATIONAL,  me.  CHANTILLY,  VA  22021 
two  Coofereaco  Ceoler  Driv^^  Suite  100 

(703)  803- 8004  I 


UXO  Survey  &.  OPS  PtoAictions 

Ft  Meades  MD  (DOI  500- Acre  Pwcel) 

froca  the 

ENVIRONMENT  &  SAFETY  S  YSTEM  (ESS)  j 
PAI-ASI  ^ 

PAJ  ADVANCED  STUDIES,  INC. 

4502  CAiU-BY  LANE,  AX£XAND3UA,  VA  22300 
(703)  799-7231  (703)  9t»- 3S49 


DATE:  JUNE  1993 


COMPILED  BY:  GTI.  TURLEY 


Subarea  Boundary 
Qualit>'  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6'' 

Kigb  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than 
Uncharacterized  Sites  and  Special  Areas 
Wedands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


scale  1"  *  140  FEET 


REVIEWED:  ^ 

PROIECT  MANAGER;  L  PASTORJC3C 


APPROVED;/ 


US  ARMY 

ENVIRONMENTAL  CENTER 


HGURE  A-23-2 

ZONE  A  SUBAREA  A-23  MAP  2 
HIGH  CONCENTRATIONS  OF  METALLIC 
CONTACTS  BELOW  6  INCHES 


PtqWedFot; 

PORT  GEOROE  G.  MEADE.  MD 
UXO  SURVEY  OPERATTON 
PROJECT  No.  52949^ 
JUNE  1993 


76°  47'  48"W 
39°  04'  48"N 


VlAP  #3.  HIGH  CONCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 


UXB  INTERNATIONAL,  me.  CHANTniY.VA  22021 
L4S00  Coofcf  eace  Ceoler  Drive^  Smto  100 
(703)  *03- *904 


UXO  Survey  &  OPS  \tippinx  Productions 
Ft  Meade,  MD  (DOI  500-AcieParcel) 
ftom  tbe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAFASI 

PAl  ADVAMCED  STUDIES.  IMC. 
4502C.ARlJ&yi„AKE,AlJEXANDIUA»VA  22309 
(703)  799-7231  (703)  9d«- 3549 


DATE:  JUKE  1993 


COMPILED  BY;  OJi.  TURLEY 


Subarea  Boundary 
(Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  L'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterize-d  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


PROJECT  MANAGER:  J.  PASTORIOC 


US  ARMY 

ENVIRONMENTAL  CENTER 


E£3 


HGURE  A-23-3 

ZONE  A  SUBAREA  A-23  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 

Pre(>ir«dFoc: 

FORT  GEORGE  G*  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ A 


Subarea:  A-23 


This  page  replaces  Figure  A-23-4 

There  are  no  Uncharacterized  Sites,  Wetlands.  Historical  Sites,  and  Endangered  Species  areas 
located  in  this  survey  area. 


SUBAREA  A-24 

ZONE  A  (DOI  500-ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPARTOENT  OF  INTERIOR-500  ACRE  PARCEL 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


DOI  500  Acre  Parcel 

Zone  A  Subarea  24 _ 

Start  Date:  bnn/Q7.  Completion  Date:  2/12/93 


Surface  Survey  0”  -  6"  : 


UXO  Surface  0" 


UXO  Surface  1"  -  6" 


Ordnance  Related  Items 


Total  Acreage  Surveyed:  25.11 

0 


117 


Metallic  Contacts  Remaining  Below  6" 


Non-Ordnance  Items 


55 


963 


Total  Contacts 


1139 


Quality  Assurance  0"  -  6": 


UXO  ( 1  St  Evaluation) 


Total  Acreage  Surveyed:  2.51 


0 


Q/A  Pass  or  Fail 


UXO  (2nd  Evaluation  if  Required) 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI-ASI 

GPS  MAPPING  &  UXO  DATA  COLLECTION 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  A-24  Total  Acreage:  25.77 


TERRAIN  INSCRIPTION  90%  HEAVY  WOODS,  10%  OPEN  AREA 


WETLANDS: 

TWO 

HISTORICAL  SITES: 

ONE 

A-24-H-1 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

ONE 

A-24-U - 1  Buried  trash. 


Summary  of  UXO  Discoveries 

_ Quantity _ 


Depth  Located 


GRENADE: 

M-8  SMOKE 
HC  SMOKE 


1 

1 


SURFACE  0 
r-6"  4 


LANDMINE: 

BOOBY  TRAP 
M-117  (SIMULATOR) 


2 


TOTAL  UXO 


76*  47'  33"W 
39*  04'  48"N 


vfAP  #2.  high:  concentrations  of  metallic 
CONTACTS  below  6  INCHES 


LIXB  INTERNATIONAL,  INC.  CHANTILLY,  VA  22021 
L4#00  Coaftteoce  C«aleT  Drive*  Suit*  100 
(703)  «03-«904 


XJXO  Surv^  Sc  GPS  Msppu^  Ptoductioos 
Ft  Meade,  MD  (DOl  500>  Acre  Parcel) 

^omUi* 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAFASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CARLBY  L.\NE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  96»-3549 


DATE:  JUNE  1993 


COMPILED  BY:  GLI.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Undiaracterizcd  Sites  and  Special  Areas 

Wedands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  I"  =  140  FEET 


REVIEWED; 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


FIGURE  A-24-2 

ZONE  A  SUBAREA  A-24  MAP  2 
HIGH  CONCENTRATIONS  OF  METALLIC 
CONTACTS  BELOW  6  INCHES 

PteparedFor: 

FORT  OEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


76  47'  33nV 
39"  04'  48"N 


Hi(  H  1  ONCEXiRAlIONS  OF  ORDXAXCE 

kfla  [kd  items 


Subarea  Boundary’ 

Quality  Assurance  Lanes 

LXO  Surface 

UXO  Subsurface  T’-  6" 

High  Concentrarioa  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentrarion  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 
L'ncharacierized  Sites  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
Ijindfills 

Impassable  .Areas 
Debris 
Vegelation 
Standing  W'ater 


SCALE  1"  -  140  FEET 


miEWED: 


PROnECT  Ma N aCiTR;  J.  PASTORICK 


US  ARMY 

exviroxmental  center 


EE 


HGURE  A-24-3 

ZONE  A  SUBAREA  A-24  MAP  3 
CONC  ENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 


PrepKed  For: 

FORT  OEOROE  0.  MEADE,  MB 
LTCOSVR^'EY  <»»ERATlON 
PROJECT  No.  529496 
JUNE  1993 


76°  47'  33"W 
39°  04'  48"N 


HGURE  A-24-4 

ZONE  A  SUBAREA  A-24  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Frefkued  Bor; 

FORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


SUBAREA  A-25 

ZONE  A  (DOI  500-ACRE  PARCEL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  A  SUBAREAS 

DEPAR™ENT  of  INTERIOR-500  acre  parcel 


Start  Date: 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 

DOI  500  Acre  Parcel 

Zone  A  Subarea  25  _ 

'  1 5 /QT _  Completion  Date; _ 5/6/93. 


Surface  Survey  0"  -  6”: 


Total  Acreage  Surveyed:  — 14.05, 


UXO  Surface  0" 


UXO  Surface  1"  -  6" 


Ordnance  Related  Items 


Metallic  Contacts  Remaining  Below  6" 


Non-Ordnance  Items 


Total  Contacts 


903 


1004 


Quality  Assurance  O'*  -  6": 


Total  Acreage  Surveyed: - 


UXO  (1st  Evaluation) 


Q/A  Pass  or  Fail 


UXO  (2nd  Evaluation  if  Required) 


Q/A  Pass  or  Fail 


PASS 


NOT  REQUIRED 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 

Fl.  George  G.  Meade.  MD  U.XO  Survey  IT  Project  Number  529496 


Subarea: 


Total  Acreage: 


TERRAIN  DESCRIPTION 
WETLANDS: 


100%  HEAVY  WOODS 


HISTORICAL  SITES: 
ENDANGERED  SPECIES: 


NONE 


NONE 


LANDFILLS: 


NONE 


IMPASSABLE  AREAS: 
UNCHARACTERIZED  SITES: 


NONE 


A-25-U-1  Several  pieces  of  culvert  pipe  stacked  together. 


Summary  of  UXO  Discoveries 


Type 


PROJECTILE: 

60  MM  MORTAR 
81  MM  MORTAR 
BAZOOKA 
LANDMINE: 

BOOBY  TRAP,  M-48 
(SIMULATOR) 
PYROTEC: 

M-5  SMOKE  POT 
TOTAL  UXOs 


Quantity 


Depth  Located 


SURFACE:  0 

1"  -  6"  13 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNATIOHAl,INC.  CHANnLLY.VA  22021 
14800  Coofereoce  Ccotef  l>riv«»  Suite  100 
(703)  803-8904 


UXO  Survey  &  GPS  Mappiujc  Productioiis 
RMe«le,Mt)  (DOI 500- Acre  Pircel) 
from  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAl  ADVANCED  STUDIES.  INC. 

4502  C\JU.BY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  968-3549 


DATE: 


JUNE  1993 


COMPILED  BY:  GPI.  TURLEY 


Subarea  Boundary  . 

Quality  Assurance  Lanes 

UXO  Surface  • 

UXO  Subsurface  l'^-  6"  X 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6^^ 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 


i 

I 


Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


I^^VIEWED:  CHECKED;  ^ 

0  .APPROVED; 

PROJECT  MANAGER:  J.  PASTORJCK 

US  ARMY 

ENVIRONMENTAL  CENTER 


IT 


FIGURE  A-25-1 

ZONE  A  SUBAREA  A-25  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 


Pt<^ed  For; 


FORT  GEORGE  0.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  Na  529496 
JUNE  1993 


76®  47'  18"W 
39®  04'  48"N 


#2.  HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


UXB  INTERNAnONAL,  INC.  CHaNTHIV,  V.A  22021 
14^00  Con£Kr«ace  Ceater  Driven  Suite  100 
(703)  803-8904 


UXO  Saivey  &  GPS  Mappia/;  PtodoctioDs 
Ft.  Meade,  MD  (DOl  500- Aae  Pwcel) 
from  the 

ENVIRONMEOT  &  >SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAJ  .ADVANCED  STUDIES,  INC. 

4502  CAJILBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)968-3549 


DATE:  JUNE  1993 


COMPUJEDBY:  OJI.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Itenis  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6'^ 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  i"  =  140  FEET 


REVIEWED: 


PROJECT  MANAGER:  J.  PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


EQ 


FIGURE  A-25-2 

ZONE  A  SUBAREA  A-25  MAP  2 
HIGH  CONCENTRATIONS  OF  METALLIC 
CONTACTS  BELOW  6  INCHES 


Ptcpared  For: 

FORT  GEORGE  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


76' 47'  18"W 
39-  04'  48"N 


M  AP  HIGH  CON’CENTRATIONS  OF  ORDNANCE 
RELA  I'ED  ITEMS 


I’XB  INTERNATIONAL,  INC,  CHANTILLY,  VA 
14JOO  Coiileie&r^  Cciiler  I>rive,  Suite  100 
r03)  »03-»904 


I'XO  Sun  cj>‘  &  GPS  Mapping  Ptodociioos 
Ft.  Meade,  MD  <1)01  500-  Acre  Parcef) 
ftotn  the 

ENVIRONMENT  &c  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAl  advanced  studies,  INC. 

4502  CARLBY  LANE.  ALEXANDRIA,  VA  22309 
<703^  799-7231  (703)  9<»- 3549 


DATE:  R'NE  1993 


COMPILED  BY:  G.H.  TL^RLEY 


Subarea  Boundarv' 

Qualit>^  Assurance  Lanes 

UXO  Surface 

L'XO  Subsurface  1'-  6'’ 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
L'nidentified  Contacts  Deeper  than  6"' 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  -  140  FEET 


REVIEWED:  , 


PROJECT  MAN  A  OE3L  J.  PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


ED 


FIGURE  A-25-3 

ZONE  .A  SUBAREA  A-25  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDN  ANCE 
RELATED  ITEMS  WERE  RECOVERED 


FORT  OECatOE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROTECT  No.  529496 
JUNE  1993 


76°  47'  18"W 
39°04'48"N 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  WTERNATIONAUINC.  CMAXmUY.VA  22021 
14^:00  Coofcteace  Ceotcf  Drive,  Suite  100 
(703)  W3-89(H 


UXO  Survey  &  OPS  Maptxuit  Fioduclioas 
PtMe*de,.MD  (DOI 500*  Acre  PirceD 
fromtlie 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAl  advanced  STXJDIES,  INC. 

4502  CAJU.BY  LANE,  ALEXANDRIA,  VA  22309 
(703^  799-7231  (703)  968- 3549 


DATE;  JUNE  1993 


COMPILED  BY:  GJI,  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1'"-  6*' 

High  Concentration  Are^  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6'' 

Uncharacterized  Sites  and  Special  Areas  ^  U  1 
Wedands  ^ 


Historical  Sites 
Endangered  Species  Areas 
Landfills 

In^assable  Areas 
Debris 
Vegetation 
Standing  Water 


^  H  i 


SCALE  1"  =  140  FEET 


PROJECT  MANAGER: 


CHECKED: 


J.  PASTOR! 


f9smES3m!am&sm\ 


us  ARMY 

ENVIRONMENTAL  CENTER 


EO 


HGURE  A-25-4 

ZONE  A  SUBAREA  A-25  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Pr^Mictl  Eor: 

FORT  GEORGE  O.  MEADE.  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


6/03/93 


Page  B-01 

PAI-ASI  Sector  Detailed  Data  Report 
Identification  /  Location  of  Ordnance 
Fort  George  G.  Meade,  MD 


ID 

Category  Type 

Fuze 

Filler 

Status 

Rmrk  Trait 

Latitude 

Longitude 

11 

11 

II 

H 

N 

II 

H 

*  **** 

...... 

........ 

Area:  B 

Sector:  01 

Team:  01 

00874 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.090191 

-76.770982 

00875 

Grenade 

M9  rifle  g 

IMINT 

HE 

Blown  in 

l"-6" 

39.089839 

-76.770257 

00876 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.090788 

-76.769021 

00877 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6- 

39.089743 

-76.771158 

00878 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.089734 

-76.771150 

00879 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089721 

-76.771138 

00880 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089461 

-76.770426 

00881 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089454 

-76.770474 

00882 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089423 

-76.770405 

00883 

Grenade 

M9  rifle  g 

IMINT 

HE 

Blown  in 

l”-6" 

39.089429 

-76.770638 

00884 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.089125 

-76.770186 

00885 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089143 

-76.770152 

00886 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089140 

-76.770162 

00887 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089090 

-76.770151 

00888 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

in. 6" 

39.089072 

-76.770121 

00889 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089066 

-76.770133 

00890 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089029 

-76.770112 

00891 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

39.089006 

-76.770125 

00892 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088991 

-76.770122 

00893 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088965 

-76.770142 

00894 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1«_6" 

39.088968 

-76.770082 

00895 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.088883 

-76.770008 

00896 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1"«6” 

39.088873 

-76.769991 

00897 

Project 

Bazooka 

HE 

Blown  in 

in. 6- 

39.088763 

-76.769946 

00898 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088818 

-76.769952 

00899 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088711 

-76.769952 

00900 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088725 

-76.769956 

00901 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088742 

-76.769954 

00902 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6’' 

39.088750 

-76.769996 

00903 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088833 

-76.769929 

00904 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.088610 

-76.769926 

00905 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088532 

-76.769960 

00906 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088724 

-76.769949 

00907 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088654 

-76.769932 

00908 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088493 

-76.769894 

00909 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088593 

-76.769845 

00910 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l''-6" 

39.088604 

-76.769855 

00911 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088616 

-76.769858 

00912 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088632 

-76.769826 

00913 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088688 

-76.769968 

00914 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088674 

-76.769802 

00915 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088691 

-76.769754 

00916 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088693 

-76.769732 

00917 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088610 

-76.769648 

00918 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088627 

-76.769631 

00919 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.088647 

-76.769606 

00920 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088617 

-76.769667 

00921 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088611 

-76.769718 

00922 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.089708 

-76.769405 

00923 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088641 

-76.769559 

00924 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6” 

39.088630 

-76.769549 

00925 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088631 

-76.769578 

00926 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088618 

-76.769594 

00927 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088637 

-76.769640 

00928 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088665 

-76.769553 

00929 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.088774 

-76.769679 

00930 

Grenade 

Mk2  frag  g 

HE 

Blown  in 

R  l"-6" 

39.088802 

-76.769640 

6/03/93 

PAI-ASI  Sector  Detailed  Data  Report 
Identification  /  Location  of  Ordnance 
Fort  George  G.  Meade,  MD 

Category  Type  Fuze  Filler  Status  Rmrk  Trait 


Page  B-02 


Latitude  Longitude 


00931 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00932 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00933 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00934 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00935 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00936 

Project 

Bazooka 

HE 

Blown 

in 

00937 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00938 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00939 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00940 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00941 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00942 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00943 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00944 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00945 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00946 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00947 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00948 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00949 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00950 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00951 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00952 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00953 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00954 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00955 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00956 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00957 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00958 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00959 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00960 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00961 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00962 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00963 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00964 

Grenade 

M9  rifle 

g  IMINT 

HE 

Blown 

in 

00965 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00966 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00967 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00968 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00969 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00970 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00971 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00972 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00973 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00974 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00975 

Project 

Bazooka 

IMINT 

HE 

Blovm 

in 

00976 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00977 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00978 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00979 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00980 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00981 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00982 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00983 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00984 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00985 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00986 

Project 

Bazooka 

HE 

Blown 

in 

00987 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00988 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

00989 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

39.088813 

39.088796 

39.088838 

39.088838 

39.088838 

39.088838 

39.088933 

39.088933 

39.088933 

39.088933 

39.088933 

39.088790 

39.088790 

39.088790 

39.088790 

39.088776 

39.088776 

39.088776 

39.088776 

39.088776 

39.088819 

39.088819 

39.088819 

39.088819 

39.088819 

39.088819 

39.088966 

39.088966 

39.088966 

39.088966 

39.088966 

39.088957 

39.088957 

39.088957 

39.088957 

39.088957 

39.088957 

39.089012 

39.089012 

39.089012 

39.089012 

39.088963 

39.088963 

39.088963 

39.088963 

39.088963 

39.088963 

39.088963 

39.088963 

39.088963 

39.089053 

39.089053 

39.089053 

39.089053 

39.089053 

39.089053 

39.089053 

39.089053 

39.089053 


-76.769680 

-76.769700 

-76.769804 

-76.769804 

-76.769804 

-76.769804 

-76.769605 

-76.769605 

-76.769605 

-76.769605 

-76.769605 

-76.769588 

-76.769588 

-76.769588 

-76.769588 

-76.769529 

-76.769529 

-76.769529 

-76.769529 

-76.769529 

-76.769399 

-76.769399 

-76.769399 

-76.769399 

-76.769399 

-76.769399 

-76.769567 

-76.769567 

-76.769567 

-76.769567 

-76.769567 

-76.769618 

-76.769618 

-76.769618 

-76.769618 

-76.769618 

-76.769618 

-76.769517 

-76.769517 

-76.769517 

-76.769517 

-76.769402 

-76.769402 

-76.769402 

-76.769402 

-76.769402 

-76.769402 

-76.769402 

-76.769402 

-76.769402 

-76.769299 

-76.769299 

-76.769299 

-76.769299 

-76.769299 

-76.769299 

-76.769299 

-76.769299 

-76.769299 
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ID 

Category  Type 

Fuze 

Filler 

Status 

Rmrk  Trait 

Latitude 

Longitude 

=  **«==*: 

sasasss 

...... 

.... 

........ 

00990 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089053 

-76.769299 

00991 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1H.6" 

39.089053 

-76.769299 

00992 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1--6" 

39.089053 

-76.769299 

00993 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1--6" 

39.088915 

-76.769239 

00994 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088915 

-76.769239 

00995 

Project 

Bazooka 

HE 

Blown 

in 

l"-6" 

39.088915 

-76.769239 

00996 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088915 

-76.769239 

00997 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088915 

-76.769239 

00998 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088915 

-76.769239 

00999 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6- 

39.088915 

-76.769239 

01000 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088915 

-76.769239 

01001 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01002 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01003 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01004 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1--6" 

39.089110 

-76.769011 

01005 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1«_6- 

39.089110 

-76.769011 

01006 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01007 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1--6” 

39.089110 

-76.769011 

01008 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01009 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01010 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01011 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01012 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6- 

39.089110 

-76.769011 

01013 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1«_6" 

39.089110 

-76.769011 

01014 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01015 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01016 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01017 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01018 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01019 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01020 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01021 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01022 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01023 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089110 

-76.769011 

01024 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6” 

39.088996 

-76.769279 

01025 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01026 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01027 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01028 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6- 

39.088996 

-76.769279 

01029 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01030 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01031 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01032 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01033 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01034 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01035 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01036 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01037 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01038 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01039 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01040 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01041 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01042 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01043 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01044 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01045 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01046 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01047 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 

01048 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.088996 

-76.769279 
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ID 

Category  Type 

Fuze 

Filler 

Status  Rmrk 

Trait 

Latitude 

Longitude 

........  .... 

.... 

......  .... 

asacsacz 

«««.««.«» 

01049 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088996 

-76.769279 

01050 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088996 

-76.769279 

01051 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088996 

-76.769279 

01052 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088996 

-76.769279 

01053 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088996 

-76.769279 

01054 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088996 

-76.769279 

01055 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088996 

-76.769279 

01056 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.088996 

-76.769279 

01057 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088996 

-76.769279 

01058 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088996 

-76.769279 

01059 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088996 

-76.769279 

01060 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01061 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01062 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01063 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1«_6" 

39.089129 

-76.769328 

01064 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01065 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01066 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

39.089129 

-76.769328 

01067 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01068 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01069 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01070 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l«-6" 

39.089129 

-76.769328 

01071 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01072 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01073 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01074 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01075 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l”-6" 

39.089129 

-76.769328 

01076 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01077 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01078 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01079 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01080 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01081 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01082 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01083 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01084 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01085 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01086 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01087 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01088 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01089 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01090 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01091 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01092 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01093 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01094 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01095 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01096 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01097 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01098 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

-76.769328 

01099 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

39.089129 

-76.769328 

01100 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089104 

-76.769175 

01101 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089104 

-76.769175 

01102 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089104 

-76.769175 

01103 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089104 

-76.769175 

01104 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6** 

39.089104 

-76.769175 

01105 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089104 

-76.769175 

01106 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089104 

-76.769175 

01107 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089104 

-76.769175 
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01108 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01109 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

OHIO 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01111 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

01112 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01113 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01114 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01115 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01116 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01117 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01118 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01119 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01120 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01121 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01122 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01123 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01124 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01125 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01126 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01127 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01128 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01129 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01130 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01131 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01132 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01133 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01134 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

01135 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01136 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01137 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01138 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01139 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01140 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01141 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01142 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01143 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01144 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01145 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01146 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01147 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01148 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

01149 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01150 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01151 

Project  Basooka 

IMINT 

HE 

Blown  in 

l"-6" 

01152 

Project  Basooka 

IMINT 

HE 

Blown  in 

l"-6" 

01153 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01154 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01155 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01156 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01157 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01158 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01159 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01160 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1"“6" 

01161 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1«_6" 

01162 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01163 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01164 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

01165 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

01166 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089104 

39.089104 

39.089104 

39.089104 

39.089104 

39.089104 

39.089104 

39.089104 

39.089104 

39.089104 

39.089104 

39.089104 

39.089104 

39.089238 

39.089173 

39.089156 

39.089159 

39.089217 

39.089192 

39.089191 

39.089167 

39.089161 

39.089158 

39.089184 

39.089200 

39.089180 

39.089159 

39.089191 

39.089178 

39.089152 

39.089133 

39.089121 

39.089112 

39.089111 

39.089116 

39.089107 

39.089105 

39.089103 

39.089095 

39.089073 

39.089270 

39.089275 

39.089265 

39.089266 

39.089267 

39.089271 

39.089269 

39.089281 

39.089286 

39.089284 

39.089367 

39.089286 

39.089286 

39.089285 

39.089268 

39.089258 

39.089299 

39.089304 

39.089311 


-76.769175 

-76.769175 

-76.769175 

-76.769175 

-76.769175 

-76.769175 

-76.769175 

-76.769175 

-76.769175 

-76.769175 

-76.769175 

-76.769175 

-76.769175 

-76.768977 

-76.768990 

-76.768977 

-76.768993 

-76.768940 

-76.768947 

-76.768974 

-76.768971 

-76.768974 

-76.768951 

-76.768917 

-76.768908 

-76.768897 

-76.769008 

-76.768869 

-76.768867 

-76.768859 

-76.768868 

-76.768855 

-76.768925 

-76.768917 

-76.768870 

-76.768862 

-76.768865 

-76.768885 

-76.768881 

-76.768964 

-76.769123 

-76.769124 

-76.769139 

-76.769151 

-76.769162 

-76.769158 

-76.769169 

-76.769174 

-76.769164 

-76.769158 

-76.769348 

-76.769156 

-76.769160 

-76.769157 

-76.769179 

-76.769181 

-76.769144 

-76.769145 

-76.769129 
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ID 

Category  Type 

Fuze 

Filler 

Status 

Rmrk  Trait 

Latitude 

Longitude 

3SSESSZ 

SSSSSSS3S. 

BS  atvacs 

ssszss 

.... 

sssasssssaes 

01167 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1»_6- 

39.089311 

-76*769103 

01168 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089334 

-76.769103 

01169 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089341 

-76.769062 

01170 

Project 

Bazooka 

IMINT 

HE 

Blovm 

in 

l"-6" 

39*089344 

-76.769086 

01171 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089355 

-76.769094 

01172 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089357 

-76.769109 

01173 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089352 

-76.769132 

01174 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1--6" 

39.089358 

-76.769125 

01175 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l«-6" 

39*089319 

-76.769134 

01176 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l”-6" 

39*089326 

-76*769142 

01177 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089322 

-76.769154 

01178 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l^-S” 

39.089324 

-76.769157 

01179 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089317 

-76.769153 

01180 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l’*-6" 

39.089315 

-76.769170 

01181 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089313 

-76.769187 

01182 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6- 

39.089299 

-76*769195 

01183 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089321 

-76.769197 

01184 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089330 

-76.769185 

01185 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089365 

-76.769138 

01186 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6- 

39.089361 

-76.769150 

01187 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089360 

-76.769154 

01188 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089353 

-76.769160 

01189 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089350 

-76.769171 

01190 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1--6" 

39.089351 

-76.769176 

01191 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089349 

-76.769205 

01192 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

lH-6” 

39*089343 

-76.769214 

01193 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l-“6- 

39*089323 

-76.769213 

01194 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089359 

-76.769186 

01195 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089362 

-76.769186 

01196 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089373 

-76.769146 

01197 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089376 

-76.769140 

01198 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089385 

-76.769138 

01199 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089399 

-76.769132 

01200 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089401 

-76.769144 

01201 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089402 

-76.769123 

01202 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089405 

-76.769129 

01203 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089413 

-76.769113 

01204 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6” 

39*089410 

-76.769132 

01205 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089424 

-76.769120 

01206 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089426 

-76.769144 

01207 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089431 

-76.769148 

01208 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089432 

-76.769134 

01209 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089408 

-76.769154 

01210 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089390 

-76.769173 

01211 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089386 

-76.769186 

01212 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089391 

-76.769199 

01213 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089406 

-76.769190 

01214 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089400 

-76*769180 

01215 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089396 

-76.769172 

01216 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089433 

-76.769187 

01217 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089424 

-76.769207 

01218 

Project 

Bazooka 

HE 

Blown 

in 

l"-6" 

39.089286 

-76.768939 

01219 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089331 

-76.768377 

01220 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089324 

-76*768943 

01221 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089335 

-76.768928 

01222 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089365 

-76.768951 

01223 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089374 

-76.768990 

01224 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39*089374 

-76.768997 

01225 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089402 

-76.768968 
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ID 

Category  Type 

Fuze 

Filler 

Status 

Rmrk  Trait 

Latitude 

Longitude 

S3BSSSS 

m  mMmsB 

SK3SSS 

01226 

Project 

Bazooka 

IMINT 

HE 

Blovm 

in 

l"-6" 

39.089414 

-76.768962 

01227 

Project 

Bazooka 

HE 

Blown 

in 

l"-6" 

39.089432 

-76.768975 

01228 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089417 

-76.768960 

01229 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089372 

-76.769062 

01230 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089412 

-76.769008 

01231 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089413 

-76.769015 

01232 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089387 

-76.768994 

01233 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089393 

-76.769018 

01234 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089397 

-76.769054 

01235 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089365 

-76.769037 

01236 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089375 

-76.769038 

01237 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089374 

-76.769069 

01238 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089367 

-76.769072 

01239 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089376 

-76.769063 

01240 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1--6" 

39.089367 

-76.769068 

01241 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1H.6- 

39.089369 

-76.769070 

01242 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089380 

-76.769052 

01243 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089388 

-76.769052 

01244 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089372 

-76.769081 

01245 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6” 

39.089386 

-76.769098 

01246 

Project 

Bazooka 

IMINT 

WP 

Blown 

in 

l"-6" 

39.089392 

-76.769096 

01247 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089402 

-76.769104 

01248 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089417 

-76.769095 

01249 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089412 

-76.769075 

01250 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089404 

-76.769049 

01251 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l”-6’* 

39.089403 

-76.769061 

01252 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l”-6” 

39.089413 

-76.769062 

01253 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089442 

-76.768850 

01254 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089424 

-76.769054 

01255 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089427 

-76.769050 

01256 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089440 

-76.769048 

01257 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089485 

-76.769042 

01258 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089463 

-76.769081 

01259 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089455 

-76.769114 

01260 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1--6" 

39.089451 

-76.769104 

01261 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089448 

-76.769090 

01262 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089448 

-76.769084 

01263 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089440 

-76.769099 

01264 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089430 

-76.769068 

01265 

Project 

Bazooka 

HE 

Blown 

in 

l"-6" 

39.089299 

-76.768874 

01266 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089277 

-76.768873 

01267 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089327 

-76.768893 

01268 

Project 

Bazooka 

HE 

Blown 

in 

l"-6" 

39.089341 

-76.768919 

01269 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089357 

-76.768944 

01270 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089352 

-76.768913 

01271 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089361 

-76.768881 

01272 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1"“6" 

39.089347 

-76.768880 

01273 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.089336 

-76.768873 

01274 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 
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IMINT 

HE 

Blown  in 

l"-6" 

39.089223 

-76.768976 

01445 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089223 

-76.769024 

01446 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089338 

-76.769125 

01447 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089338 

-76.769125 

01448 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089338 

-76.769125 

01449 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089338 

-76.769125 

01450 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089338 

-76.769125 

01451 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089542 

-76.769304 

01452 

Project  Bazooka 

IMINT 

HE 

Blown  in 

7"-24" 

39.089019 

-76.769376 

01453 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089081 

-76.769480 

01454 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089056 

-76.769393 

01455 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089116 

-76.769408 

01456 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089138 

-76.769379 

01457 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089152 

-76.769360 

01458 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089185 

-76.769435 

01459 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089077 

-76.769280 

01460 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089262 

-76.769358 

01461 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089260 

-76.769295 

6/03/93 
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ID 

Category  Type 

Fuze 

Filler 

Status 

Rmrk  Trait 

Latitude 

ssaessss 

- 

H 

II 

II 

II 

II 

H 

....  ..... 

01462 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089337 

01463 

Project 

Bazooka 

IMINT 

HE 

Blovm  in 

l"-6" 

39.089401 

01464 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

39.089411 

01465 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089214 

01466 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089251 

01467 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089265 

01468 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089339 

01469 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089332 

01470 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089368 

01471 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089210 

01472 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089129 

01473 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089062 

01474 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089105 

01475 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l»t-6« 

39.089116 

01476 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

39.089102 

01477 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089415 

01478 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089371 

01479 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39*089389 

01480 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089393 

01481 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089401 

01482 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089350 

01483 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089371 

01484 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089345 

01485 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089349 

01486 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089329 

01487 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089332 

01488 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089311 

01489 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089310 

01490 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

39.089310 

01491 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089306 

01492 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089642 

01493 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

7"-24" 

39.089268 

01494 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089288 

01495 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089281 

01496 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089264 

01497 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089669 

01507 

Project 

Bazooka 

HE 

Blown  in 

Surfac 

39.089019 

01508 

Project 

Bazooka 

HE 

Blown  in 

Surfac 

39.089019 

01509 

Project 

Bazooka 

HE 

Blown  in 

Surfac 

39.089019 

01510 

Project 

Bazooka 

HE 

Blown  in 

Surfac 

39.089019 

01511 

Project 

Bazooka 

HE 

Blown  in 

Surfac 

39.089019 

01512 

Project 

Bazooka 

HE 

Blown  in 

Surfac 

39.089019 

01513 

Project 

Bazooka 

HE 

Blown  in 

Surfac 

39.089019 

01514 

Project 

Bazooka 

HE 

Blown  in 

Surfac 

39.089019 

01515 

Project 

Bazooka 

HE 

Blown  in 

Surfac 

39.089019 

Total  for  Ordnance  Count:  633 


Longitude 


-76.769268 

-76.769246 

-76.769565 

-76.769265 

-76.769199 

-76.769194 

-76.769316 

-76.769324 

-76.769289 

-76.769085 

-76.769065 

-76.769095 

-76.769037 

-76.769017 

-76.769016 

-76.769194 

-76.769083 

-76.769060 

-76.769037 

-76.768980 

-76.769056 

-76.768940 

-76.768960 

-76.768868 

-76.768988 

-76.768988 

-76.768977 

-76.768971 

-76.768967 

-76.768950 

-76.768082 

-76.768892 

-76.769041 

-76.769035 

-76.769016 

-76.768263 

-76.769538 

-76.769538 

-76.769538 

-76.769538 

-76.769538 

-76.769538 

-76.769538 

-76.769538 

-76.769538 


Area:  B  Sector:  02  Team:  01 


00001 

Project 

Bazooka 

HE 

GVT/EOD 

Surfac 

39.085684 

-76.765973 

00003 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39.086981 

-76.765998 

00004 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

i-.e- 

39.088530 

-76.768602 

00005 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088590 

-76.768820 

00006 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.088622 

-76.768531 

00007 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088410 

-76.768462 

00008 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088455 

-76.768472 

00009 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088504 

-76.768237 

00010 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088504 

-76.768665 

6/03/93 
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ID  Category  Type 


00011  Project  Bazooka 
00012  Project  Bazooka 
00014  Project  Bazooka 
00015  Project  Bazooka 
00016  Project  Bazooka 
00017  Pro j  ect  Bazooka 
00018  Project  Bazooka 
00019  Project  Bazooka 
00020  Project  Bazooka 
00021  Project  Bazooka 
00022  Project  Bazooka 
00023  Project  Bazooka 
00024  Project  Bazooka 
00025  Project  Bazooka 
00026  Project  Bazooka 
00027  Project  Bazooka 
00028  Project  Bazooka 
00029  Project  Bazooka 
00030  Project  Bazooka 
00031  Project  Bazooka 
00032  Project  Bazooka 
00033  Project  Bazooka 
00034  Project  Bazooka 
00035  Project  Bazooka 
00036  Project  Bazooka 
00037  Project  Bazooka 
00038  Project  Bazooka 
00039  Project  Bazooka 
00040  Project  Bazooka 
00041  Project  Bazooka 
00042  Project  Bazooka 
00043  Project  Bazooka 
00044  Project  Bazooka 
00045  Project  Bazooka 
00046  Project  Bazooka 
00047  Project  Bazooka 
00048  Project  Bazooka 
00049  Project  Bazooka 
00050  Project  Bazooka 
00051  Project  Bazooka 
00052  Project  Bazooka 
00053  Project  Bazooka 
00054  Project  Bazooka 
00055  Project  Bazooka 
00056  Project  Bazooka 
00057  Project  Bazooka 
00058  Project  Bazooka 
00059  Project  Bazooka 
00060  Project  Bazooka 
00061  Project  Bazooka 
00062  Project  Bazooka 
00063  Project  Bazooka 
00064  Project  Bazooka 
00065  Project  Bazooka 
00308  Project  Bazooka 
00316  Project  Bazooka 
01617  Project  Bazooka 
01618  Project  Bazooka 
01619  Project  Bazooka 


PAI-ASI  Sector  Detailed  Data  Report 
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Fort  George  G.  Meade,  MD 


Fuze 

Filler  Status 

Rmrk  Trait 

Latitude 

Longitude 

sss 

H 

H 

II 

11 

M 

II 

II 

II 

II 

H 

II 

N 

II 

It 

II 

II 

II 

H 

IMINT 

HE 

Blown  in 

l"-6" 

39.088200 

-76.768410 

HE 

GVT/EOD 

l"-6" 

39.088630 

-76.769180 

IMINT 

HE 

Blown  in 

Surfac 

39.087965 

-76.765434 

IMINT 

HE 

Blown  in 

7"-24" 

39.087033 

-76.767949 

IMINT 

HE 

Blown  in 

l"-6" 

39.089150 

-76.768190 

IMINT 

HE 

Blown  in 

l"-6" 

39.089120 

-76.768180 

IMINT 

HE 

Blown  in 

l"-6" 

39.089070 

-76.768240 

IMINT 

HE 

Blown  in 

l"-6" 

39.088719 

-76.768456 

IMINT 

HE 

Blown  in 

7"-24" 

39.088800 

-76.768430 

IMINT 

HE 

Blown  in 

l"-6" 

39.088826 

-76.768494 

HE 

GVT/EOD 

l"-6" 

39.088764 

-76.768756 

IMINT 

HE 

Blown  in 

l"-6" 

39.088471 

-76.768583 

IMINT 

HE 

Blown  in 

l"-6" 

39.088840 

-76.768740 

IMINT 

HE 

Blown  in 

l"-6" 

39.088770 

-76.768970 

IMINT 

HE 

Blown  in 

7"-24" 

39.088639 

-76.768898 

IMINT 

HE 

Blown  in 

l"-6" 

39.088662 

-76.768907 

IMINT 

HE 

Blown  in 

1--6- 

39.088743 

-76.768391 

IMINT 

HE 

Blown  in 

l"-6" 

39.088698 

-76.768603 

IMINT 

HE 

Blown  in 

l"-6" 

39.088630 

-76.768684 

IMINT 

HE 

Blown  in 

Surfac 

39.088848 

-76.768568 

IMINT 

HE 

Blown  in 

l"-6" 

39.088680 

-76.768712 

IMINT 

HE 

Blown  in 

l"-6” 

39.088744 

-76.768562 

IMINT 

HE 

Blown  in 

l"-6" 

39.088682 

-76.768648 

IMINT 

HE 

Blown  in 

l"-6" 

39.088607 

-76.768454 

IMINT 

HE 

Blown  in 

l"-6" 

39.088793 

-76.768526 

IMINT 

HE 

Blown  in 

l"-6" 

39.088703 

-76.768371 

IMINT 

HE 

Blown  in 

l"-6" 

39.088716 

-76.768508 

IMINT 

HE 

Blown  in 

Surfac 

39.088560 

-76.768362 

IMINT 

HE 

Blown  in 

l"-6" 

39.088502 

-76.768451 

IMINT 

HE 

Blown  in 

l"-6" 

39.088612 

-76.768388 

IMINT 

HE 

Blown  in 

l"-6" 

39.088703 

-76.768332 

IMINT 

HE 

Blown  in 

l"-6" 

39.088710 

-76.768417 

IMINT 

HE 

Blown  in 

l"-6" 

39.088559 

-76.768595 

IMINT 

HE 

Blown  in 

l"-6" 

39.088480 

-76.768528 

IMINT 

HE 

Blown  in 

l"-6" 

39.088560 

-76.768652 

IMINT 

HE 

Blown  in 

l"-6" 

39.088547 

-76.768703 

IMINT 

HE 

Blown  in 

1--6" 

39.088665 

-76.768568 

IMINT 

HE 

Blown  in 

l"-6" 

39.088597 

-76.768917 

IMINT 

HE 

Blown  in 

l"-6" 

39.088495 

-76.768657 

IMINT 

HE 

Blown  in 

Surfac 

39.088495 

-76.768562 

IMINT 

HE 

Blown  in 

Surfac 

39.088224 

-76.768862 

IMINT 

HE 

Blown  in 

Surfac 

39.088372 

-76.768533 

IMINT 

HE 

Blown  in 

Surfac 

39.088380 

-76.768350 

IMINT 

HE 

Blown  in 

Surfac 

39.088350 

-76.768470 

IMINT 

HE 

Blown  in 

Surfac 

39.088359 

-76.768394 

IMINT 

HE 

Blown  in 

Surfac 

39.088325 

-76.768614 

IMINT 

HE 

Blown  in 

Surfac 

39.088293 

-76.768668 

IMINT 

HE 

Blown  in 

Surfac 

39.088092 

-76.768455 

IMINT 

HE 

Blown  in 

l"-6" 

39.088530 

-76.768240 

IMINT 

HE 

Blown  in 

l"-6" 

39.088540 

-76.768238 

IMINT 

HE 

Blown  in 

l"-6" 

39.088550 

-76.768241 

IMINT 

HE 

Blown  in 

l"-6" 

39.088413 

-76.768493 

IMINT 

HE 

Blown  in 

l"-6" 

39.088354 

-76.768909 

IMINT 

HE 

Blown  in 

Surfac 

39.088707 

-76.768860 

IMINT 

HE 

Blown  in 

25"-60 

39.086652 

-76.765603 

IMINT 

HE 

Blown  in 

l"-6" 

39.088660 

-76.768480 

IMINT 

HE 

Blown  in 

l“-6" 

39.087928 

-76.768545 

IMINT 

HE 

Blown  in 

l"-6" 

39.088146 

-76.768636 

IMINT 

HE 

Blown  in 

l"-6" 

39.088518 

-76.769142 

6/03/93 
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ID 

Category  Type 

Fuze 

Filler  Status 

Rmrk 

Trait 

Latitude 

Longitude 

ssssz 

3SSSSSSS 

s 

=  SSS=3S 

s  SSSSS3S 

.... 

sssss 

ssssssas 

01620 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089051 

-76.768315 

01621 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

39.089060 

-76.768297 

01622 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088943 

-76.768372 

01623 

Project 

Bazooka 

HE 

Blown  in 

1--6" 

39.088663 

-76.769006 

01624 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.088807 

-76.768552 

01625 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

39.088648 

-76.768478 

01626 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.088573 

-76.768663 

01627 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.088371 

-76.768430 

01628 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088815 

-76.768562 

01629 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088782 

-76.768567 

01630 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088810 

-76.768517 

01631 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088862 

-76.768575 

01632 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088884 

-76.768562 

01633 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6** 

39.088675 

-76.768487 

01634 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088681 

-76.768479 

01635 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088726 

-76.768445 

01636 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.088566 

-76.768476 

01637 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088729 

-76.768325 

01638 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

39.088772 

-76.768788 

01639 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088803 

-76.768817 

01640 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088904 

-76.768685 

01641 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088464 

-76.768814 

01642 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6- 

39.088356 

-76.768816 

01643 

Project 

Bazooka 

HE 

Blown  in 

l"-6" 

39.088595 

-76.768997 

01644 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088714 

-76.769102 

01645 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088655 

-76.768721 

Total  for  Ordnance  Count: 

94 

Area:  B 

Sector:  03 

Team:  01 

00440 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085681 

-76.762234 

00451 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085869 

-76.762286 

00489 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086630 

-76.762416 

00490 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086678 

-76.762421 

00491 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086636 

-76.762524 

00492 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6” 

39.086704 

-76.762560 

00493 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086858 

-76.762702 

00494 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086649 

-76.762934 

00495 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086481 

-76.762944 

00496 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086508 

-76.763023 

00497 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086509 

-76.762629 

00498 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086197 

-76.762624 

00499 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6” 

39.086181 

-76.762365 

00500 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086168 

-76.762311 

00501 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085888 

-76.762396 

00502 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.085802 

-76.762403 

00503 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085720 

-76.762348 

00504 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085659 

-76.762321 

00505 

Project 

75  ran  proj 

Powde 

HE 

GVT/EOD 

R 

l"-6" 

39.085735 

-76.762413 

00506 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.085894 

-76.762552 

00507 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086045 

-76.762814 

00508 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086064 

-76.762752 

00509 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086052 

-76.762847 

00510 

Project 

75  ran  proj 

HE 

GVT/EOD 

R 

l"-6" 

39.085938 

-76.762789 

00511 

Project 

Bazooka 

IMINT 

HE 

Blovm  in 

l"-6" 

39.085667 

-76.762748 

00512 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085675 

-76.762897 

00513 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085679 

-76.763057 

00514 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085745 

-76.763144 
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00515  Project  Bazooka 
00516  Project  Bazooka 
00517  Project  Bazooka 
00518  Project  Bazooka 
00519  Project  Bazooka 
00520  Project  Bazooka 
00521  Project  Bazooka 
00522  Project  Bazooka 
00523  Project  Bazooka 
00524  Project  Bazooka 
00525  Project  Bazooka 
00526  Project  Bazooka 
00527  Project  Bazooka 
00528  Project  Bazooka 
00529  Project  Bazooka 
00530  Project  Bazooka 
00531  Project  Bazooka 
00532  Project  Bazooka 
00533  Project  Bazooka 
00534  Project  Bazooka 
00535  Project  Bazooka 
00536  Project  Bazooka 
00537  Project  Bazooka 
00538  Project  Bazooka 
00539  Project  Bazooka 
00541  Project  Bazooka 
00542  Project  Bazooka 
00543  Project  Bazooka 
00544  Project  Bazooka 
00545  Project  Bazooka 
00546  Project  Bazooka 
00547  Project  Bazooka 
00548  Project  Bazooka 
00549  Project  Bazooka 
00550  Project  Bazooka 
00551  Project  Bazooka 
00553  Project  Bazooka 
00554  Project  Bazooka 
00555  Project  Bazooka 
00556  Project  Bazooka 
00557  Project  Bazooka 
00558  Project  Bazooka 
00559  Project  Bazooka 
00560  Project  Bazooka 
00561  Project  75  nn  proj 
00562  Project  Bazooka 
00563  Project  Bazooka 
00564  Project  Bazooka 
00565  Project  Bazooka 
00566  Project  Bazooka 
00567  Project  Bazooka 
00568  Project  Bazooka 
00569  Project  Bazooka 
00570  Project  75  nni  proj 
00571  Project  Bazooka 
00574  Project  Bazooka 
00575  Project  Bazooka 
00576  Project  Bazooka 
00577  Project  Bazooka 


IMINT  HE 
HE 

IMINT  HE 
IMINT  HE 
IMINT  HE 
IMINT  HE 
IMINT  HE 
IMINT  HE 
IMINT  HE 
IMINT  HE 
IMINT  HE 
IMINT  HE 
IMINT  HE 
IMINT  HE 
IMINT  HE 
IMINT  HE 
IMINT  HE 
IMINT  HE 


HE 


IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

HE 

IMINT 

HE 

HE 

IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

HE 

HE 

IMINT 

HE 

HE 

HE 

Powde 

HE 

HE 

HE 

IMINT 

HE 

IMINT 

HE 

IMINT 

HE 

HE 

HE 

IMINT 

HE 

HE 

HE 

HE 

IMINT 

HE 

HE 

IMINT 

HE 

Blown  in 
GVT/EOD 
Blo%«n  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blot*m  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
GVT/EOD 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blotm  in 
Blown  in 
Blown  in 
Blown  in 
GVT/EOD 
Blown  in 
GVT/EOD 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
GVT/EOD 
GVT/EOD 
Blown  in 
GVT/EOD 
GVT/EOD 
GVT/EOD 
GVT/EOD 
GVT/EOD 
Blown  in 
Blown  in 
Blown  in 
GVT/EOD 
GVT/EOD 
Blown  in 
GVT/EOD 
GVT/EOD 
GVT/EOD 
Blown  in 
GVT/EOD 
Blown  in 


l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

1--6" 

l"-6" 

l"-6" 

l"-6” 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

R  l"-6- 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 

R  l"-6" 
l"-6" 
l"-6" 
l"--6" 

l-_6- 

l"-6" 


39.085724 

39.085904 

39.086090 

39.086176 

39.086342 

39.086271 

39.086356 

39.086438 

39.086504 

39.086406 

39.086345 

39.086444 

39.086393 

39.086418 

39.086363 

39.086437 

39.086476 

39.086357 

39.086653 

39.086433 

39.086734 

39.086828 

39.086410 

39.086453 

39.086502 

39.086163 

39.086036 

39.085845 

39.085848 

39.085846 

39.085800 

39.085725 

39.085736 

39.085798 

39.086084 

39.086098 

39.086489 

39.085717 

39.085771 

39.085805 

39.085791 

39.085790 

39.085773 

39.085752 

39.086183 

39.086321 

39.087439 

39.087400 

39.087405 

39.087457 

39.087376 

39.087317 

39.087279 

39.087281 

39.087184 

39.087488 

39.087562 

39.087648 

39.087644 


-76.763485 

-76.763133 

-76.763197 

-76.763228 

-76.763176 

-76.763166 

-76.763286 

-76.763304 

-76.763215 

-76.763284 

-76.763264 

-76.763169 

-76.763218 

-76.763267 

-76.763309 

-76.763233 

-76.763074 

-76.763210 

-76.763072 

-76.763152 

-76.763175 

-76.763203 

-76.763399 

-76.763403 

-76.763334 

-76.763495 

-76.763382 

-76.763497 

-76.763583 

-76.763618 

-76.763655 

-76.763792 

-76.763813 

-76.763925 

-76.764225 

-76.764182 

-76.762681 

-76.763313 

-76.765009 

-76.765071 

-76.765124 

-76.765151 

-76.765192 

-76.765131 

-76.764989 

-76.765423 

-76.765179 

-76.765174 

-76.765033 

-76.764901 

-76.764807 

-76.764827 

-76.764958 

-76.764866 

-76.764600 

-76.764688 

-76.764692 

-76.764719 

-76.764786 
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Latitude  Longitude 


00578 

Project  Bazooka 

IMINT 

HE 

00579 

Project  Bazooka 

IMINT 

HE 

00580 

Project  Bazooka 

HE 

00581 

Grenade  M9  rifle  i 

g  IMINT 

HE 

00582 

Project  Bazooka 

IMINT 

HE 

00583 

Project  Bazooka 

HE 

00584 

Pi^oject  Bazooka 

HE 

00585 

Project  Bazooka 

HE 

00640 

Project  Bazooka 

IMINT 

HE 

00641 

Project  Bazooka 

IMINT 

HE 

00642 

Project  Bazooka 

IMINT 

HE 

00643 

Project  Bazooka 

IMINT 

HE 

00644 

Project  Bazooka 

IMINT 

HE 

00645 

Project  Bazooka 

IMINT 

HE 

00646 

Project  Bazooka 

IMINT 

HE 

00648 

Project  Bazooka 

IMINT 

HE 

00650 

Project  Bazooka 

IMINT 

HE 

00651 

Project  Bazooka 

IMINT 

HE 

00652 

Project  Bazooka 

IMINT 

HE 

00653 

Project  Bazooka 

IMINT 

HE 

00654 

Project  Bazooka 

IMINT 

HE 

00655 

Project  Bazooka 

IMINT 

HE 

00656 

Project  3"  Stokes 

HE 

00657 

Project  Bazooka 

IMINT 

HE 

00658 

Project  Bazooka 

IMINT 

HE 

00659 

Project  Bazooka 

IMINT 

HE 

00660 

Project  Bazooka 

IMINT 

HE 

00661 

Project  Bazooka 

IMINT 

HE 

00662 

Project  Bazooka 

IMINT 

HE 

00663 

Project  Bazooka 

IMINT 

HE 

00664 

Project  Bazooka 

IMINT 

HE 

00665 

Project  75  mm  proj 

Powde 

HE 

00668 

Project  Bazooka 

IMINT 

HE 

00669 

Project  Bazooka 

IMINT 

HE 

00670 

Project  Bazooka 

IMINT 

HE 

00671 

Project  Bazooka 

IMINT 

HE 

00672 

Project  Bazooka 

IMINT 

HE 

00673 

Project  Bazooka 

IMINT 

HE 

00680 

Project  Bazooka 

IMINT 

HE 

00681 

Project  Bazooka 

IMINT 

HE 

00682 

Project  Bazooka 

IMINT 

HE 

00683 

Project  Bazooka 

IMINT 

HE 

00684 

Project  Bazooka 

IMINT 

HE 

00685 

Project  Bazooka 

IMINT 

HE 

00686 

Project  Bazooka 

IMINT 

HE 

00687 

Project  Bazooka 

IMINT 

HE 

00691 

Project  Bazooka 

IMINT 

HE 

00694 

Project  Bazooka 

IMINT 

HE 

00702 

Project  Bazooka 

IMINT 

HE 

00704 

Project  Bazooka 

IMINT 

HE 

00705 

Project  Bazooka 

IMINT 

HE 

00706 

Project  Bazooka 

IMINT 

HE 

00707 

Project  Bazooka 

IMINT 

HE 

01660 

Project  Bazooka 

IMINT 

HE 

01661 

Project  Bazooka 

IMINT 

HE 

Blovm  in 
Blovm  in 
GVT/EOD 
Blovm  in 
Blovm  in 
GVT/EOD 
GVT/EOD 
GVT/EOD 
Blovm  in 
Blovm  in 
Blovm  in 
Blovm  in 
Blovm  in 
Blovm  in 
Blov/n  in 
Blovm  in 
Blovm  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blovm  in 
Blovm  in 
Blown  in 
Blown  in 
Blovm  in 
Blovm  in 
Blovm  in 
Blovm  in 
Blovm  in 
Blovm  in 
Blown  in 
Blown  in 
Blown  in 
Blovm  in 
Blown  in 
Blovm  in 
Blown  in 
Blown  in 
Blown  in 
Blovm  in 
Blovm  in 
Blovm  in 
Blovm  in 
Blovm  in 
Blovm  in 
Blown  in 
Blown  in 
Blovm  in 
Blovm  in 
Blovm  in 
Blovm  in 
Blown  in 
Blovm  in 
Blovm  in 


l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6- 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
R  l"-6" 
l"-6" 
l"--6" 
l"-6" 
l"-6" 
l"-6" 
Surfac 
l"-6" 
l"-6" 

R  l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
25--60 
25"-60 
25--60 
7"-24" 
7"-24- 
7"-24" 
l"-6" 
l"-6" 


39.087757 

39.087467 

39.088512 

39.088506 

39.088502 

39.088465 

39.088413 

39.088325 

39.087857 

39.087784 

39.087524 

39.087698 

39.087656 

39.087740 

39.087689 

39.087050 

39.087783 

39.087824 

39.087867 

39.087689 

39.087703 

39.087834 

39.087761 

39.087782 

39.087774 

39.087673 

39.087710 

39.087641 

39.087649 

39.087582 

39.087147 

39.087100 

39.087961 

39.088150 

39.088175 

39.088287 

39.088255 

39.088386 

39.087822 

39.087817 

39.087900 

39.087923 

39.088001 

39.088031 

39.088010 

39.088013 

39.087902 

39.087568 

39.087823 

39.086553 

39.086374 

39.086489 

39.086032 

39.086287 

39.086476 


-76.765046 

-76.764801 

-76.763017 

-76.763055 

-76.763135 

-76.763108 

-76.763138 

-76.763151 

-76.762238 

-76.762316 

-76.762369 

-76.762532 

-76.762539 

-76.762606 

-76.762743 

-76.762240 

-76.762383 

-76.762532 

-76.762499 

-76.762479 

-76.762613 

-76.762798 

-76.762718 

-76.762713 

-76.762693 

-76.762986 

-76.763061 

-76.762677 

-76.762518 

-76.762663 

-76.763029 

-76.763228 

-76.762508 

-76.762719 

-76.762804 

-76.762832 

-76.762726 

-76.762439 

-76.762656 

-76.762518 

-76.762509 

-76.762828 

-76.762739 

-76.762547 

-76.762641 

-76.762559 

-76.762618 

-76.762697 

-76.762249 

-76.762975 

-76.763240 

-76.763428 

-76.763749 

-76.762968 

-76.763274 


Total  for  Ordnance  Count 
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ID 

Category  Type 

Fuze 

Filler 

Status 

Hmrk 

Trait 

Latitude 

Longitude 

.  .... 

.... 

sasaesss 

.... 

..... 

II 

II 

II 

H 

II 

N 

II 

II 

Area :  B 

Sector:  04 

Team:  01 

00210 

Project 

60  mm  mort 

HE 

GVT/EOD 

R 

l"-6" 

39.085197 

-76.754510 

00211 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085465 

-76.755133 

00212 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39.086393 

-76.755586 

00216 

Project 

Bazooka 

HE 

GVT/EOD 

Surfac 

39.087878 

-76.759850 

00217 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

Surfac 

39.086560 

-76.761090 

00218 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086699 

-76.760746 

00219 

Project 

Bazooka 

HE 

GVT/EOD 

Surfac 

39.086692 

-76.761028 

00220 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086673 

-76.760893 

00221 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086601 

-76.761120 

00222 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086768 

-76.760423 

00223 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086721 

-76.760370 

00224 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

39.086641 

-76.760253 

00225 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086564 

-76.760267 

00226 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39.086729 

-76.760852 

00227 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086717 

-76.760826 

00228 

Project 

Bazooka 

HE 

GVT/EOD 

1--6" 

39.086661 

-76.760731 

00229 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086426 

-76.760933 

00230 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086410 

-76.760953 

00231 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086458 

-76.760998 

00232 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086474 

-76.760995 

00233 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086474 

-76.761016 

00234 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086536 

-76.760685 

00235 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086427 

-76.760738 

00236 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1*1-6- 

39.086383 

-76.760458 

00237 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6- 

39.086423 

-76.760631 

00238 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086535 

-76.760770 

00239 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086417 

-76.760839 

00240 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086332 

-76.760984 

00241 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086281 

-76.760882 

00242 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086410 

-76.760882 

00243 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086478 

-76.760334 

00244 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086552 

-76.760815 

00245 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086270 

-76.760821 

00246 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086241 

-76.760839 

00247 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086228 

-76.760909 

00248 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086244 

-76.760914 

00249 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086266 

-76.760942 

00250 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086246 

-76.761109 

00251 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086213 

-76.761071 

00252 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086178 

-76.761038 

00253 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086217 

-76.760966 

00254 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086186 

-76.760904 

00255 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086225 

-76.760939 

00256 

Project  Besooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086211 

-76.760968 

00257 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086127 

-76.760926 

00258 

Project  Basooka 

HE 

GVT/EOD 

l"-6" 

39.086184 

-76.760863 

00259 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086202 

-76.760859 

00260 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086185 

-76.760889 

00261 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086202 

-76.760912 

00262 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086320 

-76.760784 

00263 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086257 

-76.760874 

00264 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086174 

-76.760688 

00265 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086423 

-76.760604 

00266 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086312 

-76.760299 

00267 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086330 

-76.760219 

00268 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086389 

-76.760299 

00269 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l”-6" 

39.086199 

-76.760849 
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ID 

Category  Type 

Fuze 

Filler 

Status 

Rmrk 

Trait 

Latitude 

Longitude 

sexsss 

SSSSSSBSS  sszs 

=.== 

sssssss 

.... 

S3BSSS 

— ^..... 

...... — 

00270 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086045 

-76.760906 

00271 

Project 

Bazooka 

HE 

GVT/BOD 

l"-6- 

39.086144 

-76.761069 

00272 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086138 

-76.761037 

00273 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086112 

-76.761104 

00274 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086188 

-76.761174 

00275 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085966 

-76.761236 

00276 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6- 

39.086026 

-76.761039 

00277 

Project 

Bazooka 

HE 

GVT/BOD 

l"-6" 

39.085981 

-76.760918 

00278 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6’* 

39.085936 

-76.760837 

00279 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085987 

-76.760889 

00280 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085954 

-76.761051 

00281 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085897 

-76.760984 

00282 

Project 

Bazooka 

HE 

GVT/BOD 

l"-6" 

39.085802 

-76.761069 

00283 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1"“6" 

39.085800 

-76.761017 

00284 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086038 

-76.760737 

00285 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085976 

-76.760731 

00286 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085651 

-76.760501 

00287 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l^-B" 

39.086107 

-76.760126 

00288 

Project 

Bazooka 

HE 

GVT/BOD 

1--6" 

39.086625 

-76.760024 

00289 

Project 

Bazooka 

HE 

GVT/BOD 

l"-6” 

39.086266 

-76.760201 

00290 

Project 

Bazooka 

HE 

GVT/BOD 

l"-6" 

39.086349 

-76.760154 

00291 

Project 

Bazooka 

HE 

GVT/BOD 

l"-6" 

39.086328 

-76.758991 

00292 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086313 

-76.760131 

00293 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

39.086462 

-76.759906 

00294 

Project 

Bazooka 

HE 

GVT/BOD 

l"-6" 

39.086542 

-76.759823 

00295 

Project 

75  mm  proj 

HE 

GVT/BOD 

R 

l"-6" 

39.086225 

-76.759939 

00296 

Project 

75  mm  proj 

HE 

GVT/BOD 

R 

l"-6" 

39.086088 

-76.760141 

00297 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086309 

-76.759854 

00298 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.085962 

-76.760077 

00299 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085810 

-76.760107 

00300 

Project 

Bazooka 

HE 

GVT/EOD 

1--6- 

39.085721 

-76.760159 

00301 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.085830 

-76.760056 

00302 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085799 

-76.760049 

00303 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085952 

-76.759783 

00304 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085906 

-76.759709 

00305 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.085887 

-76.759663 

00306 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39.085868 

-76.759754 

00307 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086433 

-76.759804 

00309 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39.086553 

-76.760148 

00310 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086047 

-76.759854 

00311 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086123 

-76.759031 

00312 

Grenade 

Hkl  frag  g 

Powde 

GVT/EOD 

R 

l"-6" 

39.085644 

-76.758606 

00313 

Grenade 

Mk2  frag  g 

Powde 

GVT/EOD 

R 

l"-6" 

39.085580 

-76.758109 

00314 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085401 

-76.757533 

00315 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.085465 

-76.755975 

00317 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39.085321 

-76.755853 

00318 

Project 

75  nm  proj 

Powde 

HE 

Blown  in 

R 

l"-6" 

39.085453 

-76.759036 

00319 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086388 

-76.761096 

00320 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086202 

-76.761114 

00321 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086221 

-76.761143 

00322 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086217 

-76.761219 

00323 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086194 

-76.761204 

00324 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086137 

-76.761202 

00325 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086164 

-76.761174 

00326 

Grenade 

M9  rifle  g 

IMINT 

HE 

Blown  in 

l"-6" 

39.086221 

-76.761233 

00327 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086112 

-76.761274 

00328 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086062 

-76.761149 

00329 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085941 

-76.761149 

00330 

Project 

Bazooka 

HE 

GVT/EOD 

1"_6" 

39.086028 

-76.761254 

6/03/93 


Page  B-18 


ID  Category  Type 


00331  Project  Bazooka 
00332  Project  Bazooka 
00333  Project  Bazooka 
00334  Project  Bazooka 
00335  Project  Bazooka 
00336  Project  Bazooka 
00337  Project  Bazooka 
00338  Project  Bazooka 
00341  Project  Bazooka 
00342  Project  Bazooka 
00343  Project  Bazooka 
00344  Project  Bazooka 
00345  Project  Bazooka 
00346  Project  Bazooka 
00347  Project  Bazooka 
00348  Project  Bazooka 
00349  Project  Bazooka 
00350  Project  Bazooka 
00351  Project  Bazooka 
00352  Project  Bazooka 
00353  Project  Bazooka 
00354  Project  Bazooka 
00355  Project  Bazooka 
00356  Project  Bazooka 
00357  Project  Bazooka 
00358  Project  Bazooka 
00359  Project  Bazooka 
00360  Project  Bazooka 
00361  Project  Bazooka 
00362  Project  Bazooka 
00363  Project  Bazooka 
00364  Project  Bazooka 
00365  Project  Bazooka 
00366  Project  Bazooka 
00367  Project  Bazooka 
00368  Project  Bazooka 
00369  Project  Bazooka 
00370  Project  Bazooka 
00371  Project  Bazooka 
00372  Project  Bazooka 
00373  Project  Bazooka 
00374  Project  Bazooka 
00375  Project  Bazooka 
00376  Project  Bazooka 
00377  Project  Bazooka 
00378  Project  Bazooka 
00379  Project  Bazooka 
00380  Project  Bazooka 
00381  Project  Bazooka 
00382  Project  Bazooka 
00383  Project  Bazooka 
00384  Project  Bazooka 
00385  Project  Bazooka 
00386  Project  Bazooka 
00387  Project  Bazooka 
00388  Project  Bazooka 
00389  Project  Bazooka 
00390  Project  Bazooka 
00391  Project  Bazooka 


PAI-ASI  Sector  Detailed  Data  Report 
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Fort  George  G.  Meade,  MD 


Fuze 

Filler  Status 

Rmrk  Trait 

Latitude 

Longitude 

S3SZ 

3SSSS 

3  S3SS3S 

3333  33333 

asassssssss 

IMINT 

HE 

Blown  in 

l"-6" 

39.085879 

-76.761402 

HE 

GVT/EOD 

l"-6- 

39.085711 

-76.761273 

IMINT 

HE 

Blown  in 

l"-6" 

39.085623 

-76.761354 

IMINT 

HE 

Blown  in 

1--6" 

39.086066 

-76.761401 

IMINT 

HE 

Blown  in 

l"-6" 

39.086206 

-76.761392 

IMINT 

HE 

Blown  in 

l"-6" 

39.086183 

-76.761282 

IMINT 

HE 

Blovm  in 

l"-6" 

39.086094 

-76.761284 

IMINT 

HE 

Blown  in 

l"-6" 

39.086216 

-76.761307 

IMINT 

HE 

Blown  in 

1--6" 

39.086457 

-76.761201 

IMINT 

HE 

Blown  in 

l"-6" 

39.086227 

-76.761399 

IMINT 

HE 

Blown  in 

l"-6" 

39.086221 

-76.761389 

IMINT 

HE 

Blown  in 

l"-6" 

39.086243 

-76.761384 

IMINT 

HE 

Blown  in 

1--6" 

39.086128 

-76.761407 

IMINT 

HE 

Blown  in 

1*.»6" 

39.086218 

-76.761409 

IMINT 

HE 

Blown  in 

l"-6" 

39.086258 

-76.761509 

HE 

GVT/EOD 

l"-6" 

39.086207 

-76.761406 

IMINT 

HE 

Blown  in 

l"-6" 

39.086183 

-76.761539 

IMINT 

HE 

Blown  in 

l"-6" 

39.086237 

-76.761527 

IMINT 

HE 

Blown  in 

l"-6" 

39.086187 

-76.761592 

IMINT 

HE 

Blown  in 

l"-6" 

39.086201 

-76.761437 

IMINT 

HE 

Blown  in 

l"-6" 

39.086270 

-76.761499 

IMINT 

HE 

Blown  in 

l"-6" 

39.086275 

-76.761492 

IMINT 

HE 

Blown  in 

l"-6" 

39.086341 

-76.761459 

IMINT 

HE 

Blown  in 

l"-6" 

39.086466 

-76.761351 

IMINT 

HE 

Blown  in 

l"-6" 

39.086400 

-76.761429 

HE 

GVT/EOD 

l"-6" 

39.086297 

-76.761486 

HE 

GVT/EOD 

l"-6" 

39.086273 

-76.761481 

IMINT 

HE 

Blown  in 

l"-6" 

39.086350 

-76.761549 

IMINT 

HE 

Blown  in 

l"-6" 

39.086377 

-76.761547 

IMINT 

HE 

Blown  in 

l"-6" 

39.086328 

-76.761491 

IMINT 

HE 

Blown  in 

l"-6" 

39.086532 

-76.761249 

HE 

GVT/EOD 

l"-6" 

39.086528 

-76.761291 

IMINT 

HE 

Blown  in 

l”-6" 

39.086493 

-76.761344 

IMINT 

HE 

Blown  in 

l"-6" 

39.086389 

-76.761374 

IMINT 

HE 

Blown  in 

l"-6" 

39.086367 

-76.761466 

HE 

GVT/EOD 

l"-6" 

39.086270 

-76.761489 

IMINT 

HE 

Blown  in 

l"-6" 

39.086407 

-76.761404 

HE 

GVT/EOD 

l"-6- 

39.086392 

-76.761461 

HE 

GVT/EOD 

l"-6" 

39.086451 

-76.761421 

HE 

GVT/EOD 

l"-6" 

39.086470 

-76.761456 

IMINT 

HE 

Blown  in 

l"-6" 

39.086484 

-76.761427 

IMINT 

HE 

Blown  in 

l"-6" 

39.086525 

-76.761497 

IMINT 

HE 

Blown  in 

l"-6" 

39.086576 

-76.761579 

HE 

GVT/EOD 

l"-6" 

39.086608 

-76.761574 

IMINT 

HE 

Blown  in 

l"-6" 

39.086536 

-76.761583 

IMINT 

HE 

Blown  in 

l"-6" 

39.086491 

-76.761544 

IMINT 

HE 

Blown  in 

l"-6" 

39.086479 

-76.761549 

IMINT 

HE 

Blown  in 

l"-6" 

39.086453 

-76.761509 

IMINT 

HE 

Blown  in 

l"-6" 

39.086444 

-76.761574 

IMINT 

HE 

Blown  in 

l"-6" 

39.086459 

-76.761566 

IMINT 

HE 

Blown  in 

l"-6" 

39.086487 

-76.761561 

IMINT 

HE 

Blown  in 

l"-6" 

39.086444 

-76.761624 

IMINT 

HE 

Blown  in 

l"-6" 

39.086451 

-76.761627 

IMINT 

HE 

Blown  in 

l"-6" 

39.086554 

-76.761584 

IMINT 

HE 

Blown  in 

l"-6" 

39.086523 

-76.761632 

IMINT 

HE 

Blown  in 

l"-6" 

39.086507 

-76.761582 

HE 

GVT/EOD 

l"-6" 

39.086495 

-76.761694 

IMINT 

HE 

Blown  in 

l"-6" 

39.086483 

-76.761569 

IMINT 

HE 

Blown  in 

l"-6" 

39.086460 

-76.761663 
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ID 

Category  Type 

Fuze 

Filler  Status 

Rmrk  Trait 

Latitude 

Longitude 

mmmm 

.... 

scsass 

*=  *=**** 

aSBB  mmmmx 

00392 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086396 

-76.761718 

00393 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086355 

-76.761599 

00394 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086327 

-76.761711 

00395 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l-_6- 

39.086273 

-76.761807 

00396 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086369 

-76.761687 

00397 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086158 

-76.761711 

00398 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086167 

-76.761731 

00399 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086175 

-76.761627 

00400 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086208 

-76.761634 

00401 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086161 

-76.761699 

00402 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086142 

-76.761601 

00403 

Project  Bazooka 

HE 

GVT/EOD 

l"-6” 

39.086168 

-76.761622 

00404 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086133 

-76.761584 

00405 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086153 

-76.761277 

00406 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086028 

-76.761588 

00407 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086079 

-76.761608 

00408 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086165 

-76.761653 

00409 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086077 

-76.761657 

00410 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086005 

-76.761784 

00411 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086127 

-76.761717 

00412 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086085 

-76.761846 

00414 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086239 

-76.761887 

00415 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086120 

-76.761931 

00416 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086063 

-76.761916 

00417 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086059 

-76.761904 

00418 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086019 

-76.761995 

00419 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086061 

-76.762053 

00420 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086005 

-76.762034 

00421 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086053 

-76.762009 

00422 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086024 

-76.761933 

00423 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086144 

-76.762083 

00424 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086409 

-76.762021 

00425 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086481 

-76.762002 

00426 

Project  Bazooka 

IMINT 

HE 

Blown  in 

1"“6" 

39.086461 

-76.761999 

00427 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086632 

-76.761981 

00428 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086484 

-76.761884 

00429 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086508 

-76.761877 

00430 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086662 

-76.761902 

00431 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086691 

-76.761800 

00432 

Project  Bazooka 

HE 

GVT/EOD 

1"_6" 

39.086518 

-76.761716 

00433 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086309 

-76.761091 

00434 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086041 

-76.760731 

00435 

Project  Bazooka 

HE 

GVT/EOD 

1«_6" 

39.085939 

-76.761592 

00436 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085769 

-76.761691 

00437 

Project  75  mm  proj 

Powde 

HE 

GVT/EOD 

R  l"-6" 

39.085610 

-76.761709 

00438 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.085615 

-76.761824 

00439 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.085682 

-76.762188 

00441 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086025 

-76.761871 

00442 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086112 

-76.761871 

00443 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085997 

-76.761824 

00444 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085916 

-76.761714 

00445 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085862 

-76.761762 

00446 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085935 

-76.761732 

00447 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.085987 

-76.761901 

00448 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.085953 

-76.761970 

00449 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.085931 

-76.762081 

00450 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.085953 

-76.762192 

00452 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.085932 

-76.762038 

00453 

Project  Bazooka 

HE 

GVT/EOD 

l-_6" 

39.085857 

-76.762002 

6/03/93 
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ID 

Category  Type 

Fuze 

Filler 

Status 

Rmrk 

Trait 

Latitude 

Longitude 

sassasss 

- 

aessssssss 

00455 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086987 

-76.759653 

00456 

Project 

Bazooka 

HE 

GVT/BOD 

l"-6" 

39.087032 

-76.759754 

00457 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086991 

-76.760007 

00458 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.087147 

-76.759989 

00459 

Project 

Bazooka 

IMINT 

HE 

Blovm 

in 

l"-6" 

39.087677 

-76.761770 

00460 

Project 

Bazooka 

IMINT 

HE 

Blovm 

in 

l"-6" 

39.087642 

-76.761752 

00461 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087611 

-76.761725 

00462 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087727 

-76.761810 

00463 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087700 

-76.761687 

00464 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087653 

-76.761738 

00465 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087647 

-76.761737 

00466 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39.087707 

-76.760309 

00467 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087682 

-76.761686 

00468 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087666 

-76.761669 

00469 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.087629 

-76.761737 

00470 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087678 

-76.761635 

00471 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087705 

-76.761624 

00472 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087662 

-76.761568 

00473 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087652 

-76.761602 

00474 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.087603 

-76.761589 

00475 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087640 

-76.761570 

00476 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087595 

-76.761588 

00477 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.087604 

-76.761563 

00478 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.087550 

-76.761673 

00479 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087545 

-76.761642 

00480 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087487 

-76.761637 

00481 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087562 

-76.761682 

00482 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.087587 

-76.761763 

00483 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087639 

-76.761776 

00484 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087621 

-76.761787 

00485 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087548 

-76.761698 

00486 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087635 

-76.761692 

00487 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087678 

-76.761351 

00488 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.087334 

-76.761317 

00586 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

7"-24" 

39.086378 

-76.758064 

00587 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1--6" 

39.086462 

-76.760698 

00588 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

7"-24" 

39.086221 

-76.761033 

00589 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

7"-24" 

39.086186 

-76.761524 

00590 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

7"-24" 

39.086022 

-76.761711 

00591 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

7"-24" 

39.086601 

-76.761650 

00592 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087434 

-76.760947 

00593 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087445 

-76.761001 

00594 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

1--6" 

39.087573 

-76.760905 

00595 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087569 

-76.760899 

00596 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087411 

-76.761069 

00597 

Project 

Bazooka 

IMINT 

HE 

Blo%m 

in 

l"-6" 

39.087416 

-76.761023 

00598 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087486 

-76.761067 

00599 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087481 

-76.761189 

00600 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087452 

-76.761154 

00601 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087468 

-76.761046 

00602 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087456 

-76.761254 

00603 

Grenade 

Mk2  frag  g 

Powde 

Blown 

in 

R 

1--6" 

39.087555 

-76.761192 

00604 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087428 

-76.761358 

00605 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087445 

-76.761214 

00606 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087407 

-76.761426 

00607 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087352 

-76.761374 

00608 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087536 

-76.761538 

00609 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087571 

-76.761580 

00610 

Project 

Bazooka 

IMINT 

HE 

Blown 

in 

l"-6" 

39.087635 

-76.761423 

6/03/93 
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Latitude  Longitude 


00611 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00612 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00613 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00614 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00615 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00616 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00617 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00618 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00619 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00620 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00621 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00622 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00623 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00624 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00625 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00626 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00627 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00628 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00629 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00630 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00631 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00632 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00633 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00634 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00635 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00636 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00637 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00638 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00639 

Project  75  Enro  proj 

Powde 

HE 

Blown 

in 

00649 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00666 

Project  75  mm  proj 

Powde 

HE 

Blown 

in 

00667 

Grenade  Mk2  frag  g 

Powde 

HE 

Blown 

in 

00674 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00675 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00676 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00677 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00678 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00679 

Project  75  mm  proj 

Powde 

HE 

Blown 

in 

00688 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00689 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00690 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00692 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00693 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00696 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00697 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

00703 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

01662 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

01663 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

01664 

Project  Bazooka 

IMINT 

HE 

Blown 

in 

Total  for  Ordnance  Count:  342 


l"-6" 

l"-6" 

l"-6" 

l-_6" 

l"-6" 
1--6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
1--6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
1--6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
R  l"-6" 
l"-6" 
R  l"-6" 
l"-6" 
7"-24" 
7"-24" 
7"-24" 
7"-24" 
7"-24" 
R  l"-6" 
7"-24" 
7"-24" 
7"-24" 
25--60 
25"-60 
25"-60 
25"-60 
2S--60 
l"-6" 
l"-6" 
l"-6" 


39.087673 

39.087650 

39.087662 

39.087790 

39.087775 

39.087766 

39.087689 

39.087720 

39.087759 

39.087763 

39.087624 

39.087649 

39.087613 

39.087581 

39.087574 

39.087574 

39.087554 

39.087534 

39.087679 

39.087673 

39.087619 

39.087617 

39.087356 

39.087575 

39.087581 

39.087509 

39.087517 

39.087504 

39.087828 

39.087812 

39.087878 

39.087899 

39.087526 

39.087577 

39.087566 

39.087677 

39.087686 

39.087783 

39.087489 

39.087448 

39.087512 

39.087740 

39.087523 

39.086219 

39.086306 

39.086273 

39.086306 

39.086355 

39.086239 


-76.761914 

-76.761809 

-76.761598 

-76.761533 

-76.761513 

-76.761538 

-76.761709 

-76.761518 

-76.761413 

-76.761361 

-76.761427 

-76.761375 

-76.761377 

-76.761404 

-76.761270 

-76.761270 

-76.761290 

-76.761310 

-76.761095 

-76.760668 

-76.760739 

-76.760711 

-76.760389 

-76.760095 

-76.759947 

-76.761731 

-76.761844 

-76.761847 

-76.761706 

-76.761779 

-76.761505 

-76.761283 

-76.761575 

-76.761676 

-76.761789 

-76.761780 

-76.761787 

-76.761913 

-76.761144 

-76.761232 

-76.761540 

-76.761628 

-76.761212 

-76.761411 

-76.761181 

-76.761166 

-76.760436 

-76.760306 

-76.759643 


00186 

00187 

00188 

00189 

00190 


Area :  B 


Sector:  05 


Project  75  nun  proj  Powde 
Project  75  nun  proj 
Project  75  nun  proj  Powde 
Grenade  Mk2  frag  g  Powde 
Project  75  nun  proj 


Team:  01 


HE 

GVT/EOD 

R 

l"-6" 

39.086471 

-76.753280 

HE 

GVT/EOD 

R 

l"-6" 

39.085212 

-76.752976 

HE 

GVT/EOD 

R 

l"-6" 

39.086398 

-76.753059 

GVT/EOD 

R 

l"-6" 

39.086581 

-76.752871 

HE 

GVT/EOD 

R 

l"-6" 

39.086135 

-76.752768 

6/03/93 
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ID 

Category  Type  Fuze 

Filler  Status 

Rmrk 

Trait 

Latitude 

Longitude 

*  33BSS  3  =  SS 

ssss 

sssss 

.«..«««. 

00192 

Project 

75  mm  proj 

HE 

GVT/BOO 

R 

1--6" 

39*086141 

-76*751865 

00193 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39*086270 

-76*751354 

00194 

Grenade 

Mk2  frag  g  Powde 

GVT/EOD 

R 

l"-6" 

39*086283 

-76.751301 

00195 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39*085253 

-76.751429 

00196 

Project 

75  mm  proj  Powde 

HE 

GVT/EOD 

R 

l"-6" 

39*085278 

-76*751655 

00197 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39*085263 

-76.751581 

00199 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

1--6" 

39*086260 

-76*750478 

00200 

Project 

75  mm  proj  Powde 

HE 

GVT/EOD 

R 

l"-6- 

39*085542 

-76.749691 

00201 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39.085416 

-76.750061 

00202 

Project 

57  MM  PROJ  BASE 

HE 

Blown  in 

R 

l"-6" 

39.084905 

-76.749718 

00203 

Grenade 

Mk2  frag  g  Powde 

HE 

Blown  in 

R 

l-_6- 

39*084940 

-76.750296 

00204 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39*085075 

-76.750745 

00205 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39*085008 

-76.750633 

00206 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39*085231 

-76.750893 

00207 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

Surfac 

39.085070 

-76.750989 

00208 

Project 

75  mm  proj  PD 

HE 

Blown  in 

Surfac 

39*085043 

-76.750878 

00209 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

Surfac 

39.085000 

-76.750427 

Total  for  Ordnance  Count: 

22 

Area:  B 

Sector:  06  Team:  01 

00722 

Project 

Bazooka  IMINT 

HE 

Blown  in 

l"-6" 

39*084608 

-76.761120 

00723 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39.085092 

-76.761392 

00724 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39.085311 

-76.761584 

00725 

Project 

Bazooka  IMINT 

HE 

Blown  in 

l"-6" 

39.084533 

-76*761946 

00726 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39*084331 

-76.761881 

00727 

Pyrotec 

M123  FLARE 

ILUM 

GVT/EOD 

l"-6" 

39.084561 

-76.762340 

00730 

Project 

Bazooka  IMINT 

HE 

Blown  in 

l"-6" 

39*085100 

-76.765274 

00731 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.084679 

-76.764261 

00820 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39.084667 

-76.762970 

00821 

Project 

75  mm  proj  PD 

HE 

Blown  in 

l"-6" 

39.084118 

-76.761728 

00822 

Project 

75  mm  proj 

HE 

GVT/EOD 

l"-6" 

39.084018 

-76*761728 

Total  for  Ordnance  Count: 

11 

Area:  B 

Sector:  07  Teaun:  01 

00712 

Project 

75  mm  proj 

HE 

GVT/EOD 

l"-6- 

39.084664 

-76.754773 

00713 

Project 

75  mm  proj 

HE 

GVT/EOD 

l"-6" 

39*084680 

-76*754902 

00714 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.084711 

-76*757211 

00715 

Project 

75  mm  proj 

HE 

GVT/EOD 

l"-6" 

39*085007 

-76.759330 

00716 

Grenade 

Mk2  frag  g  Powde 

GVT/EOD 

R 

l"-6" 

39.084184 

-76*758188 

00717 

Grenade 

Mk2  frag  g  Powde 

GVT/EOD 

R 

l"-6" 

39.084339 

-76.757993 

00718 

Project 

75  mm  proj 

HE 

GVT/EOD 

l"-6" 

39*085016 

-76.757221 

00719 

Project 

75  mm  proj 

HE 

GVT/EOD 

l"-6" 

39.083970 

-76*760249 

00720 

Project 

Bazooka  IMINT 

HE 

Blown  in 

l"-6" 

39.084121 

-76.760492 

00721 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

7"-24" 

39*084623 

-76.755071 

00750 

Project 

Bazooka  IMINT 

HE 

Blown  in 

l"-6" 

39*084823 

-76.756939 

00751 

Project 

Bazooka  IMINT 

HE 

Blown  in 

l"-6" 

39*084318 

-76*756243 

00752 

Project 

Bazooka  IMINT 

HE 

Blown  in 

l"-6" 

39*084676 

-76*756117 

00753 

Project 

Bazooka  IMINT 

HE 

Blown  in 

l"-6" 

39.084425 

-76.755889 

00754 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39*084496 

-76.755827 

00755 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39*084440 

-76*755971 

00756 

Project 

Bazooka  IMINT 

HE 

Blown  in 

l"-6" 

39*084365 

-76.755661 

00757 

Project 

75  mm  proj 

HE 

Blown  in 

l"-6" 

39.084469 

-76.755455 

00758 

Project 

Bazooka  IMINT 

HE 

Blown  in 

l"-6" 

39*084113 

-76.755702 

00759 

Project 

57  MM  PROJ  BASE 

HE 

Blown  in 

R 

l"-6" 

39*083166 

-76.756792 

00760 

Project 

75  mm  proj 

HE 

GVT/EOD 

R 

l"-6" 

39.083300 

-76.755266 
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Latitude  Longitude 


00762  Project  Bazooka  HE  GVT/EOD 

Total  for  Ordnance  Count:  22 


25"-60  39.084701  -76.756524 


Area:  B 
00698  Project 
00699  Bomb 
00700  Project 
00701  Project 
00708  Project 
00709  Project 
00710  Project 
00711  Project 
00773  Project 
00774  Project 
00775  Project 
00776  Project 


00777  Project 


Sector:  08 
40  HM  PROJ 
Other  bomb 
75  mm  proj 
75  mm  proj 
75  mm  proj 
75  mm  proj 
75  mm  proj 
75  mm  proj 
75  mm  proj 
37  MM  PROJ 
40  MM  PROJ 
75  mm  proj 
75  mm  proj 


Team:  01 
BASE  HE 
BASE  OTHER 
Powde  HE 
HE 
HE 
HE 
HE 
HE 
HE 

BASE  HE 
BASE  HE 
HE 
HE 


Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
GVT/EOD 
GVT/EOD 
Blown  in 
Blown  in 
GVT/EOD 
GVT/EOD 


R 

R 

R 

R 

R 

R 

R 

R 

R 

R 

R 

R 

R 


l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6" 

l"-6’’ 

l"-6" 

l"-6" 

l"-6" 


39.084285 

39.083942 

39.084365 

39.084806 

39.084184 

39.084199 

39.083776 

39.084225 

39.083272 

39.083163 

39.083678 

39.083109 

39.082987 


-76.752481 

-76.752114 

-76.752014 

-76.751642 

-76.751194 

-76.751153 

-76.750933 

-76.749903 

-76.752766 

-76.752604 

-76.753502 

-76.753205 

-76.752853 


Total  for  Ordnance  Count:  13 


Area: 
00066 
00067 
00068 
00069 
00070 
00074 
00835 
00836 


Sector:  09  Team:  01 
Project  57  MM  PROJ  BASE 
Project  75  mm  proj 
Project  75  mm  proj  Powde 
Project  75  mm  proj 
Project  40  MM  PROJ  BASE 
Project  40  MM  PROJ  BASE 
Project  57  MM  PROJ  BASE 
**"'“■*  75  mm  proj 


Project 

Total  for  Ordnance  Count 


HE 

Blown  in 

R 

l"-6" 

39.083489 

-76.748318 

HE 

GVT/EOD 

R 

l"-6" 

39.083734 

-76.749317 

HE 

GVT/EOD 

R 

l"-6" 

39.083831 

-76.749503 

HE 

GVT/EOD 

R 

l"-6" 

39.084113 

-76.748263 

HE 

Blown  in 

R 

l"-6" 

39.084198 

-76.747538 

HE 

Blown  in 

R 

l"-6" 

39.082792 

-76.750608 

HE 

Blown  in 

R 

7"-24" 

39.083929 

-76.749512 

HE 

GVT/EOD 

R 

l"-6" 

39.083844 

-76.750029 

Area:  B 
00071  Project 
00072  Project 
00073  Project 
00075  Project 
00076  Project 
00077  Project 
00078  Project 
00079  Project 
00080  Project 
00081  Project 
00082  Grenade 
00083  Project 
00084  Grenade 
00085  Project 
00086  Project 
00087  Project 
00088  Project 
00089  Grenade 
00091  Project 
00092  Project 
00094  Grenade 
00097  Grenade 


75 

3' 

3' 


Sector:  10 
75  mm  proj 
75  mm  proj 
4.2"  roorta 
40  MM  PROJ 
40  MM  PROJ 
57  MM  PROJ 
57  MM  PROJ 
mm  proj 
Stokes 
Stokes 
Mk2  frag  g 
75  mm  proj 
Mk2  frag  g 
57  MM  PROJ 
3"  Stokes 
3"  Stokes 
40  MM  PROJ 
Mk2  frag  g 
57  MM  PROJ 
57  MM  PROJ 
Mk2  frag  g 
Mk2  frag  g 


Teeun:  01 


BASE 

BASE 

BASE 

BASE 

PD 

Powde 


BASE 

PD 

PD 

BASE 

Powde 

BASE 

BASE 


HE 

GVT/EOD 

R 

l"-6" 

39.084862 

-76.747580 

HE 

GVT/EOD 

R 

l"-6" 

39.084947 

-76.746976 

HE 

GVT/EOD 

R 

Surfac 

39.084763 

-76.746774 

HE 

Blown  in 

R 

l"-6" 

39.085293 

-76.747034 

HE 

Blown  in 

R 

l"-6" 

39.085394 

-76.748051 

HE 

Blown  in 

R 

l"-6" 

39.085567 

-76.748241 

HE 

Blown  in 

R 

l"-6" 

39.085515 

-76.748427 

HE 

GVT/EOD 

R 

l"-6" 

39.085696 

-76.749347 

Blown  in 

R 

Surfac 

39.085540 

-76.747307 

HE 

Blown  in 

R 

l"-6" 

39.085484 

-76.747072 

GVT/EOD 

R 

l"-6" 

39.085544 

-76.747231 

HE 

GVT/EOD 

R 

l"-6" 

39.085713 

-76.747910 

HE 

Blown  in 

R 

l"-6" 

39.085781 

-76.748661 

HE 

Blown  in 

R 

l"-6" 

39.086082 

-76.746263 

HE 

Blown  in 

R 

l"-6" 

39.085814 

-76.746383 

HE 

Blown  in 

R 

7"-24" 

39.085733 

-76.746798 

HE 

Blown  in 

R 

l"-6" 

39.085280 

-76.747020 

GVT/EOD 

R 

l"-6" 

39.086439 

-76.747224 

HE 

Blown  in 

R 

l"-6" 

39.086569 

-76.750339 

HE 

Blown  in 

R 

l"-6" 

39.086588 

-76.750705 

HE 

GVT/EOD 

l"-6" 

39.086906 

-76.748868 

HE 

GVT/EOD 

Surfac 

39.087132 

-76.748432 
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ID 


Category  Type  Puze 


Fort  George  G.  Meade,  MD 


Filler  Status 


Rmrk  Trait 
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Latitude  Longitude 


00098 

00099 

00105 

00106 

00107 

00108 

00109 

00110 

00123 

00135 

00137 

00138 

00139 

00142 

00160 

00162 

00177 

00179 

00181 

00182 

00183 

00184 


Grenade 

Grenade 

Project 

Project 

Project 

Project 

Project 

Project 

Project 

Grenade 

Project 

Project 

Project 

Project 

Grenade 

Project 

Grenade 

Project 

Grenade 

Project 

Project 

Project 


Mk2  frag  g 
^  frag  g 
/5  mm  proj 
mm  proj 


75 


Powde 

Powde 

Powde 


75  nm  proj  Powde 


75  nan 


-- 

fo  mm  proj 
75  mm  proj 
75  mm  proj 
Mk2  frag  g 
75  nan  proj 
75  nan  proj 
75  nan  proj 
75  nan  proj 
Mk2  frag  g 
75  nan  proj 
MJc2  frag  g 
Bazooka 
M9  rifle  g 
Bazooka 
3 "  Stokes 
Bazooka 


Powde 

Powde 

Powde 

Powde 

Powde 

Powde 

Powde 

Powde 

Powde 

IMINT 

IMINT 

IMINT 

IMINT 


HE 

HE 

HE 

HE 

HE 

HE 

HE 

HE 

HE 

HE 

HE 

HE 

HE 

HE 

HE 

HE 

HE 


GVT/EOD 

GVT/BOD 

GVT/EOD 

GVT/BOD 

GVT/EOD 

GVT/EOD 

GVT/EOD 

GVT/BOD 

GVT/BOD 

GVT/EOD 

GVT/BOD 

GVT/EOD 

GVT/EOD 

GVT/EOD 

GVT/EOD 

GVT/EOD 

GVT/EOD 

Blown  in 

Blown  in 

Blown  in 

Blown  in 

Blown  in 


Total  for  Ordnance  Count:  44 


l"-6" 
R  l"-6" 

R  Surfac 
R  l"-6" 

R  Surfac 
R  Surfac 
R  l"-6" 

R  7"-24" 
R  l"-6" 

R  l"-6" 

R  Surfac 
R  Surfac 
R  Surfac 
R  Surfac 
R  l"-6" 

R  1--6" 

R  l"-6" 
l"-6" 
l"-6" 
l"-6" 

R  l"-6" 
l"-6" 


39.086881 

39.087102 

39.087110 

39.087035 

39.087110 

39.087110 

39.087110 

39.086303 

39.087842 

39.087345 

39.087110 

39.087110 

39.087110 

39.088040 

39.087500 

39.087528 

39.087872 

39.088540 

39.088922 

39.088792 

39.089680 

39.089808 


-76.748625 

-76.748660 

-76.746610 

-76.750085 

-76.746610 

-76.746610 

-76.746610 

-76.746962 

-76.753089 

-76.746650 

-76.746610 

-76.746610 

-76.746610 

-76.748263 

-76.746700 

-76.753243 

-76.748388 

-76.758939 

-76.761116 

-76.760983 

-76.761042 

-76.761180 


00797 

00798 

00799 

00800 

00801 

00802 

00803 

00804 

00805 

00806 

00807 

00808 

00809 

00810 

00811 

00812 

00813 

00814 

00816 

00817 

00818 

00819 


Area:  B 


Grenade 

Grenade 

Grenade 

Grenade 

Grenade 

Grenade 

Grenade 

Project 

Grenade 

Grenade 

Grenade 

Grenade 

Grenade 

Grenade 

Grenade 

Project 

Grenade 

Project 

Project 

Project 

Project 

Grenade 


Sector:  11 


Mk2  frag 
Mk2  frag 
M9  rifle 
M9  rifle 
M9  rifle 
Mk2  frag 
M9  rifle 
Bazooka 
Mk2  frag  g 
MR2  frag  g 
Mk2  frag  g 
*0t2  frag  g 
Mk2  frag  g 
Mk2  frag  g 
Mk2  frag  g 
Bazooka 
Mk2  frag  g 
Bazooka 
Bazooka 
Bazooka 
60  mi  mort 
Mk2  frag  g 


Team: 
Powde  K 
Powde 
IMINT  H 
IMINT  H 


Powde 

IMINT 

IMINT 

Powde 

Powde 

Powde 

Powde 

Powde 

Powde 

Powde 

Powde 

IMINT 

IMINT 

IMINT 

PD 

Powde 


HE 


Total  for  Ordnance  Count: 


Blown  in 
GVT/EOD 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
GVT/BOD 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
GVT/EOD 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
Blown  in 
GVT/EOD 


l"-6" 
R  l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 
l"-6" 

R  1--6" 
l"-6" 


39.089839 

39.089833 

39.089133 

39.088990 

39.089281 

39.089174 

39.089141 

39.089147 

39.089831 

39.089844 

39.089842 

39.089823 

39.089834 

39.089834 

39.089762 

39.089910 

39.089761 

39.089381 

39.090097 

39.089543 

39.089816 

39.089755 


-76.762588 

-76.762443 

-76.762721 

-76.762813 

-76.762777 

-76.762633 

-76.762665 

-76.762503 

-76.762561 

-76.762539 

-76.762525 

-76.762655 

-76.762711 

-76.762877 

-76.762680 

-76.762304 

-76.763083 

-76.763153 

-76.762156 

-76.763810 

-76.763062 

-76.763007 


““f  Pow5;*"Ht 

00824  Or.„.d.  M18  ORBNM  ™ 


Total  for  Ordnance  Count: 


GVT/BOD 
Blown  in 

2 


R  Surfac 
1«_6" 


39.082550 

39.083230 


-76.762362 

-76.760862 


Area:  B 
00745  Project 


Sector: 

Bazooka 


14 


Team:  01 
IMINT  HE 


Blown  in 


39.081207  -76.765638 
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ID 

Category  Type 

Fuze 

Filler 

Status  Rmrk 

Trait 

Latitude 

Longitude 

00746 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.081228 

-76.765536 

00747 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.081371 

-76.765558 

00748 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.081634 

-76.766399 

00749 

Project  Bazooka 

IMINT 

HE 

Blown  in 

l"-6” 

39.081623 

-76.766339 

00764 

Project  75  mm  proj 

HE 

GVT/EOD  R 

l"-6" 

39.081232 

-76.765935 

00765 

Project  Bazooka 

HE 

GVT/EOD 

l"-6" 

39.081254 

-76.765544 

Total  for  Ordnance  Count: 

7 

Area:  B 
00728  Project 
00729  Project 

Sector:  15 
75  mm  proj 
Bazooka 

Team:  01 
HE 

IMINT  HE 

GVT/EOD 
Blown  in 

R 

l"-6" 

l"-6" 

39.085566 

39.084989 

-76.765672 

-76.767732 

Total  for  Ordnance  Count: 

2 

Area:  B 
00825  Grenade 
00826  Lmine/B 

Sector:  16 
M2  5  GRENAD 
Boobytrap 

Team:  01 
Powde  RC 
Powde  ILUM 

GVT/EOD 

GVT/EOD 

R 

Surfac 

l"-6" 

39.083988 

39.085061 

-76.771975 

-76.771988 

Total  for  Ordnance  Count: 

2 

Area:  B 

Sector:  17 

Team:  01 

00732 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086523 

-76.770611 

00733 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086506 

-76.770561 

00734 

Grenade 

Mk2  frag 

g 

Powde 

HE 

Blown  in 

l"-6” 

39.086596 

-76.770405 

00735 

Grenade 

M9  rifle 

9 

HE 

GVT/EOD 

l"-6" 

39.086481 

-76.771214 

00736 

Grenade 

M9  rifle 

9 

HE 

GVT/EOD 

l"-6" 

39.086090 

-76.770898 

00737 

Grenade 

M9  rifle 

9 

HE 

GVT/EOD 

l"-6" 

39.086088 

-76.770989 

00738 

Grenade 

M9  rifle 

9 

HE 

GVT/EOD 

l"-6" 

39.085716 

-76.770289 

00739 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086491 

-76.770701 

00740 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

7--24" 

39.086567 

-76.771062 

00741 

Grenade 

M9  rifle 

9 

HE 

GVT/EOD 

l"-6" 

39.086625 

-76.770590 

00742 

Pyrotec 

Ml  SMOKE 

P 

SMOKE 

GVT/EOD 

l"-6” 

39.086800 

-76.770164 

00743 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.086839 

-76.770545 

00744 

Pyrotec 

M5  SMOKE 

P 

SMOKE 

GVT/EOD 

Surfac 

39.087695 

-76.771819 

00778 

Grenade 

M2  5  GRENAD 

Powde 

RC 

GVT/EOD 

Surfac 

39.087405 

-76.772069 

00779 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089131 

-76.771105 

00780 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

Surfac 

39.089131 

-76.770951 

00781 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089135 

-76.770746 

00782 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.089145 

-76.770756 

00783 

Grenade 

Mk2  frag 

9 

Powde 

HE 

Blown  in 

l"-6" 

39.088910 

-76.770463 

00784 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088926 

-76.770323 

00785 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088857 

-76.770337 

00786 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088772 

-76.770309 

00787 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088792 

-76.770399 

00788 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.088693 

-76.770467 

00789 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088938 

-76.770889 

00790 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.088920 

-76.770463 

00791 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.088936 

-76.770323 

00792 

Grenade 

M9  rifle 

9 

IMINT 

HE 

Blown  in 

l"-6” 

39.086462 

-76.771900 

00793 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086741 

-76.769266 

00794 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.087081 

-76.768976 

00795 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.087158 

-76.768628 

00796 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

l"-6" 

39.086339 

-76.769113 

00815 

Project 

Bazooka 

HE 

GVT/EOD 

7"-24" 

39.088851 

-76.770427 

01615 

Project 

Bazooka 

IMINT 

HE 

Blown  in 

1--6" 

39.089597 

-76.771064 

Total  for  Ordnance  Count:  34 


ZONE  B  REMARKS 


28  May  1993 


Accountab i 1 i ty 
ID  No. 

3 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 
81 
82 

83 

84 

85 

86 

87 

88 


Comment 
APERS 
APC  M86 
APERS 

PTTF  Model  1917 
APERS 

Old  Style  AA,  MK  II 

APERS 

APERS 

Partial  round,  base  section  only 

Old  style  AA,  MK  II 

Old  style  AA,  MK  II 

Old  style  AA,  MK  II 

APC  M86 

APC  M86 

APERS 

MK  IV  fuze  only 
MK  I 

MK  2  Grenade,  Practice 
APERS 

MK  2  Grenade,  Practice 
APC  M86 

4”  Stokes  with  MK  I  fuze 
4”  Stokes  with  MK  I  fuze 
Old  style  AA 


B-26 


89 

91 

92 
99 

105 

106 

107 

108 

109 

110 
123 
135 

137 

138 

139 

142 

160 

162 


MK  2  Grenade,  Practice 
APC  M86 
APC  M86 

MK  2  Grenade,  Practice 

APERS.  Identified  by  Q.A.  Team  during 

inspection  of  scrap  after  removal  from  Subarea 
B-10. 

APERS 

PTTF  Model  1917.  Identified  by  Q.A.  Team 
during  inspection  of  scrap  after  removal  from 
Subarea  B-10. 

APERS.  Identified  by  Q.A.  Team  during 

inspection  of  scrap  after  removal  from  Subarea 
B-10. 

PTTF  Model  1917.  Identified  by  Q.A.  Team 

during  inspection  of  scrap  after  removal  from 
Subarea  B-10. 

PTTF  Model  1917 

APERS 

MK  2  Grenade,  Practice 

PTTF  Model  1917.  Identified  by  Q.A.  Team 

during  inspection  of  scrap  after  removal  from 
Subarea  B-10. 

PTTF  Model  1917.  Identified  by  Q.A.  Team 

during  inspection  of  scrap  after  removal  from 
Subarea  B-10. 

PTTF  Model  1917.  Identified  by  Q.A.  Team 

during  inspection  of  scrap  after  removal  from 
Subarea  B-10. 

PTTF  Model  1917 

MK  2  Grenade,  Practice 

APERS 


177  MK  2  Grenade,  Practice 

183  MK  1  with  MK  IV  fuze 


186 


PTTF  Model  1917 


B-27 


187 

APERS 

188 

PTTF  Model  1917 

189 

MK  2  Grenade,  Practice 

190 

APERS 

192 

APERS 

193 

APERS 

194 

MK  2  Grenade,  Practice 

195 

APERS 

196 

PTTF  Model  1917 

197 

APERS 

199 

APERS 

200 

PTTF  Model  1917 

201 

APERS 

202 

APC  M68 

203 

MK  2  Grenade,  Practice 

204 

APERS 

205 

APERS 

206 

APERS 

207 

APERS 

209 

APERS 

210 

M49  series  with  no  fuze 

212 

APERS 

226 

APERS 

295 

APERS 

296 

APERS 

306 

APERS 

309 

APERS 

312 

MK  2  Grenade,  Practice 

B-28 


313 

MK  2  Grenade,  Practice 

317 

APERS 

318 

APERS 

437 

PTTF  Model  1917  only. 

466 

APERS 

505 

PTTF  Model  1917  only. 

510 

APERS 

561 

PTTF  Model  1917  only. 

570 

APERS 

586 

APERS 

603 

MK  2  Grenade,  Practice 

639 

PTTF  Model  1917  only. 

656 

MK  1  with  no  fuze. 

665 

APERS  with  PTTF  Model  1917 

666 

APERS  with  PTTF  Model  1917 

679 

PTTF  Model  1917  only 

698 

Old  style  AA 

699 

M124A1  bomb  fuze. 

700 

PTTF  Model  1917 

701 

APERS 

708 

APERS 

709 

APERS 

710 

APERS 

711 

APERS 

716 

MK  2  Grenade,  Practice 

717 

MK  2  Grenade,  Practice 

721 

PD  fuze 

723 

APERS 

B-29 


724 


APERS 


726 

APERS 

728 

APERS 

754 

APERS 

759 

APT  M70 

760 

APERS 

764 

APERS 

773 

APERS 

774 

M54 

775 

Old  Style  AA,  MK  II 

776 

APERS 

777 

APERS 

798 

MK  2  Grenade,  Practice 

818 

M49  with  M52  PD  fuze 

820 

APERS 

823 

Fuze  only  for  M60  training 

826 

M49  trip  flare 

835 

APC  M86 

836 

APERS 

930 

MK  2  Grenade,  Practice 

SPECIAL  REMARK  ON  SUBAREA  B-10  UXO  SUMMARY 

removoH  ^®®®  ^CONS  because  OEW  were 

removed  and  initially  marked  as  ordnance  related  scrap. 
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Note:  N.E.W.  =  Net  Explosive  Weight;  O.C.  =■  Operational  Charge 
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Note:  N.E.W.  =  Net  Explosive  Weight;  O.C.  =  Operational  Charge 
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**  SAFEGUARD  SEISMIC  UNIT  2000DK 
SN:  2147 

DATE:  09/24/92  TIME:  11:56:05 
Event;  025 
Client:  IT  CORP 

Operation:  FORT  MEADE/B  11  /DEMO  OPS 
SSU  Location:  TIPTON  AIRFIELD  B  11 
Distance  to  blast:  500 
Operator:  IT  CORP/WINNINGHAM 
Comments:  10  LBS/DELAY 
TriQQer  Level;  0.02  in/ sec 
Record  Time;  10  secs 

Summary 
L 

PPV  (in/sec)  0.23 

PD  (in  K.OOl)  7.25 

PPA  (Q)  0.30 

FREG  ( h  z )  10.4 

RESULTANT  PPV  ( i n/sec ) : 

PEAK  AIR  PRESSURE:  (db ) 

(psi  ) 

DYNAMIC  CALIBRATION  CHECK 


T 

0 . 05 
4 . 50 
0 . 1 0 
6.0 
0 . 24 
1 29 

0 . 0071 


V. 

0.12 
8.12- 
0 . 1 0 


SHAKETABLE  CAL  I BRATED :  1 1 /0 1 /9 1 

By  GeoSonics  Inc. 

Bok  779,  Warrendale,  PA  15095  U.S.Ai, 
TEL:  412-776-3600  FAX:  412-776-5301 

T i me  Scale:  200  ( msec / d i v  2 

Data  scale  (seismic);  0 . 3:c  (in/sec) 

Dti  t  ci  SC  a  1 0  ( a  1  r  ;  ;  0 . 0  IS  ( p  s  i  ) 


SAFEBUARD  SEISMIC_UNIT  2000DK 
DATE:  09/24/92  TIME:  15:14:01 

Qpir^^ionl  BLAST  EFFECTS  W/DEMO  OPS 
SSL!  Location:  FORT  MEmDE/B17 
Distance  to  blast:  5UO 

Dper.toP!  IT  CORP /WINNINGHftM 
Comments:  1*:.5  uE.j  EXP/DELh 
TriQQor  Level:  o.o2  in/sec 
Record  Time:  10  secs 

Bumma  ry 

L  T 


PPO  (in/sec)  = 

PD  (in  K.OOl) 

PPA  (q) 

FREQ  (hz)  Bo.q 

RESULTANT  PPV  (in/sec): 
PEAK  AIR  PRESSURE:  ',db) 

( p  s  1  .) 

nvKjAiriC  CALIBRATION  CHECK 


0-29 

0 . 08 

2-55 

a  ^ 

1  -50 

0 . 40 

tjv.1'  •  w‘ 

125.0 

sec  )  : 

0 . 30 

(db  ) 

142 

0  -  03683 


**  SAFEGUARD  SEISMIC  UNIT  2000DK 
SN;  2147 

DATE:  10/06/92  TIME:  10:22:36 

fmj  MEADE/DEMO  RANBE/DEM 

SSU  Location:  DEMO 
Distance  tio  bls.s'bs  5UO 

Trigger-  Level:  v.v^  in/ sec 
Record  Time:  15  secs 

bummary 


PPV  (in/sec) 

PD  (in  K.OOl) 

PPA  (Ci) 

FREQ  (hz) 

RESULTANT  PPV  (in, 


0 . 40 

0 . 49 

6.59 

4.13 

2j^70 

2_^10 

•sec  )  : 

%JJ  ^  m  w * 

0.71 

( db  ) 

142 

(p-si  ) 

0 . 03 

V 

0 . 68- 
6.74 
5.25' 
55 .5- 


DYNAMIC  CALIBRATION  C 


HECK 


AP'.E  I  AbLb  LHi_  .1  br.H  i  . 
beobonxcs  1  i  t---  -  ^  ^  ^ 

]0  n  > ■  779,  U;  r  r  e  i"i  d  a  .1 1:?  ? 


IBRATED:  11/01/91 
r.^.^nrlT  le.  FA  15U95 


U  ti  CD  > 


(-iO  FAX:  412-776-5805 


Data 


■t:  i  msec  ■  u  i  -v  _ 

.se-smic):  1.26  (in/sec 


**  SAFEGUARD  SEISMIC  UNIT  2000DK  ** 
SN:  2147 

DATE:  10/06/92  TIME:  10:58:10 

□ier^tionl  FORT  MEADE/DEMO  RANGE/DEM 
SSU  Location:  DEMO  RANGE 
Distance  to  blast:  50o 
Operator:  IT  CORP/WINNINGHAM 
Comments:  lOLBS  EA/DDELAY/GOLBS  TO 
Trigger  Level:  O.o2  in/sec 
Record  Time:  5  secs 

Summary 

L  T  V 


PPV  (in/sec)  0.43 

PD  (in  K.OOl)  12.12 

PPA  (g)  ‘-’-S'-’ 

FREO  (hz) 

RESULTANT  PPV  (in/sec): 
PEAK  AIR  PRESSURE:  (db) 

(ps i  ) 


0 . 32 

6 . 7  O 
0 . 40 

35.7 
0 . 87 

142 

0 . 0368. 


O  .  /  o 
21.48 
1 . 05 
71.4 


DYNAMIC  CALIBRATION  CHECK 


SH AKET AB L  E  CALIBRATED:  11/01 / 9 1 

Bv  GeoSonics  Inc.  .  c= -,r^=  m  c- 

Bo>;  779,  Warrendale,  P*-i 

TEL*  ■^12-776-3600  FAX:  41x1-776-580-' 


Time  Scale:  100  (msec/div 


Data  scale  (seismic;:  x  .  zc  •,  i  n 
Data  scale  (air):  0.03’t  (psi; 


i  1  n/  sec 


** 


SAFESUARD 


seismic  unit  2000DK  *♦ 
SN:  2147 
TIME:  11:46:17 


TO 


DATE:  10/06/92 
Event:  031 

Operation!  FORT  MEADE/DEMO  RANGE/DEM 
SSU  Location:  DEMO  RANGE 

K.LBS  EA/DDELAV/SOLBS 
0.02  in/sec 
sees 

Summary 
L 

0.57 
8.98 
0 . 65 
13.8 

< i n/sec ) : 


T rigger  Level : 
Record  Time:  5 


PPV  (in/sec) 
PD  (in  K.OOl) 
PPA  (q) 

FREQ  (hz) 
RESULTANT  PPV 


PEAK  AIR  PRESSURE 


( d  b  ) 
(psi  ) 


T 

0.54 
7.81 
0 . 40 
23.8 
1 . 35 
142 

0 . 03683 


DYNAMIC  lAL I  BRAT I UN  uHtUK 


1  . 

11  . 

1  . 

55 


75. 

.5 


L 


V 


L  T 

**  SAFEGUARD  SEISMIC  UNIT  2000DK  i _  < _ ^ 

.  SN:  2147  J 

i  DATE:  10/06/92  TIME:  12:36:58  -  'j 

Event:  033  J 

Client;  IT  CORF  ”  ) 

Operation:  FORT  MEADE/DEMO  RANGE/DEM  / 

SSU  Location;  DEMO  RANGE 

Distance  to  blast;  500  .  / 

Operator:  IT  CORP/WINNINGHAM  V 

Comments;  lOLBS  EA/DDELAY/80LBS  TO  -  ' 

Trigger  Level;  0.02  in/sec 

Record  Time;  5  secs  -  i 


PPV  (in/sec) 

Summary 

L 

0 . 46 

"T 

1 

0 . 37 

V- 

1  .  13 

PD  (in  ;;.001) 

7.67 

5.19 

15.30 

PPA  (q) 

0 . 90 

0 . 40 

1 .05. 

FREQ  (he) 

12.5 

26.3 

55.5 

RESULTANT  PPV 

( in/sec ) : 

1  .  15 

- 

PEAK  AIR  PRESSURE;  (db) 

(ps i  ) 

142 

0 . 03683 

- 

DYNAMIC  CALIBRATION  CHECK 


bHAKL! able 

UALIBRhTEDs  1 

1  /  C)  1  /  9  1 

by  beuci-L. 

mic: 

s  I  ne  n 

- 

Bl"/:  7 

'“70 

Warrenda le , 

PA  15095 

IJ  o  S  ■  H  « 

TEL  ; 

412 

—  77b — 3  b  E 

AX5  412- 

776-5805“ 

T  1  ‘T1& 

be  a 

is;  100  (fTiSee 

/  a  i  V  ) 

~ 

Da  t  a 

'ia  c  a 

le  (seismic  ) 

1 „ 2S  (  i 

n/see) 

Data 

sea 

1  e  ( a  i  r  )  s  0  . 

036  (psi 

) 

i 

T 

i 

V 

S 

L 


..  SAFEGUARD  SEISm|_.UNIT 

DATE;  10/22/92  TIME;  11:09:40 
Event: 

Client;  IT  CORF  W/DEMQ  OPS 

fSrt  mIade/demg  range 


;000DK  *♦  L 


Distance  to 
Operator: 
Comments;  - 
Trigger  Level: 
Record  Time: 


u\  effects  W/utnu 

I^Rf  mIaDE/DEMO  RANGE 
O  blast;  500 
IT  CORP /WINN INGHAM 
10  LBB/X  a/DELAY 

1  _  H  ri/?=:f=r 


0.02  in/ sec 
secs 

Summary 


L 

0 . 48 
1 1 . 90 
0 . 70 
A'.  ’  - 


PRY  (in/sec>^ 

PD  (in  x.OOl) 

PPA  (g) 

FREQ  ( h  s _  . 
RESULTANT  PP^AAiC''"  ') 
PEAK  AIR  PRmSbURE:  '.du.) 

'  p*  1  ' 


0 


0 


T 

.  12 
.29 
15 


71  -4 


0. 

6 . 

0  - 

125 .0 


C) 


.49 
142 
03683 


dynamic  calibration  i-HECK 


-r-l  t  i  r  -1 


**  SAFEGUARD  SEISMIC  UNIT  2000DK 
SN;  2084 

DATE:  10/22/92  TIME:  11:10:47 
Event:  032 
C 1  lent :  IT  CORP 

Operation:  BLAST  EFFECTS  W/DEMD  OPS 
SSU  Location:  FORT  MEADE/DEMO  RANGE 
Distance  to  blast:  500 
Operator:  IT  CORP /WINN INGHAM 
Comments:  10  LBS/X  8/DELAY 


Trigger  Level: 

0.02  in/sec 

Record  Time:  5 

secs 

* 

Summary 

L 

T 

V- 

PPV  (in/sec) 

0 . 28 

0 . 07 

0 . 09. 

PD  (in  K.OOl) 

1 1  -  04 

4.34 

-T  “T“T* 

m  /  'JJ 

PPA  (g) 

0 . 30 

0 . 1 0 

0. 10. 

FREQ  (hz) 

71.4 

71 .4 

■  3 

RESULTANT  PPV 

( i n/sec ) : 

0 . 2^ 

- 

PEAK  AIR  PRESSURE:  (db ) 

142 

(psi  ) 

0 . 037 1 2 

DYNAMIC 

L 


N 


{ 


**  SAFEGUARD  SEISMIC  UNIT  2000DK  **  1 

SN:  2147 

DATE:  10/22/92  TIME:  11:10:04 
Event:  038 
Client;  IT  CORP 

Operation;  FORT  MEADE/DEMO  RANGE/DEM 

SSU  Location;  DEMO  RANGE 

Distance  to  blast;  500 

Operator:  IT  CORP/WINNINGHAM 

Comments;  10  LBS/X  S/DELAY 

Trigger  Level:  0.02  in/sec 

Record  Time:  10  secs 


Summary 

*■ 

L 

T 

V. 

PPV  (in/sec) 

0 . 48 

0.55 

0 . 48 

PD  (in  ;;.001) 

9 . 49 

2.72 

12.46- 

PPA  (Ci) 

1 . 80 

2 . 80 

1 . 70 

FREQ  (hs) 

41.6 

Stjf  .  w 

27.7* 

RESULTANT  PPV  (in 

/  SBC  '•  ; 

0 . 70 

_ 

PEAK  AIR  PRESSURE 

j  (db) 

142 

(psi  ) 

0 . 036S3 

* 

D  YNAM I C  CA:_  I  BRAT  I 

□N  CHECK 

L  T 

) 

5 

**  SAFEGUARD  SEISMIC  UNIT  2000DK  ** 
SN:  2147 

DATE:  10/22/92  TIME:  11:12:36 
Events  U39 

□perationi  FORT  MEADE/DEMQ  RANGE/DEM 

SSU  Location:  DEMO  RANGE 

Distanc©  to  blast:  5U0 

Operator:  IT  CORP/WINNINGHAM 

Comments;  10  LBS/X  8/DELAY 

Trigger  Level:  0.02  in/sec 

Record  Time:  lo  secs 

Summary 

L  T 


PPV  (in/sec) 

PD  (in  K.OOl) 

PPA  (q) 

FREQ  (hz) 
RESULTANT  PPV  (in 
PEAK  AIR  PRESSURE 


0 . 0 1 
9.01 
0 . 1 0 
S3. 3 
'sec ) ; 
;  (db) 
(psi  ) 


0.01 
0 . 1 0 
0 . 00 
0.4 
0 . 02 
106 

0 . 000b  8 


DYNAMIC 


U.  I  BRf^ 


CHECK 


L 


T 


V 

i- 


s 


**  SAFEGUARD  SEISMIC  UNIT  2000DK  ** 
SN;  2147 

DATE:  10/22/92  TIME:  11:57:39 
Event:  041 

OperJtionI  FORT  MEADE/DEMD  RANGE/DEM 

SSU  Location:  DEMO  RANGE 

Distance  to  blast:  bOU 

Operator:  IT  CORP /WINN INGHAM 

Comments:  10  LBS/X  8/DELAY 

Trigger  Level:  0«02  in/sec 

Record  Time:  lu  secs 

Summary 
L 

PPV  (in/sec)  0.54 

PD  (in  :;.001)  9.79 

PPA  (q)  2.40 

!=-REQ  (hz)  41.6 

RESULTANT  PP'v  (in/sec) 
p£;AK  AIR  PRESSURE:  (dd 

(Dsi 


T 

0 . 66 
2.54 
2 . 90 

"7 

0 .  S5 
142 

0 . 036S: 


V. 

0.53 
11.35- 
1 . 80 
25 . 0 


DYNAMIC  CALIBRATION  CHECK 


B 


H  M  iz.  !  A  E'  L-  c. 
By  GeoSoni; 

Ju>  '-J  y'. 


CALIBRATED:  11/01/?1 
:  s  I  nc  « 

Ka  rrenda 1 e . 


c:  .--vocr  }  »  A 

f-H  j.  ._t  ■-_/  W  «  vJ  •»  ■ 

FAX:  412-776-5S05' 


'  lili^ 


200  ( j-sec  d  i  v  )_ 

scale  <;se  isfT^ic )  :  1.2b  (in/sec) 


( a  1  r  )  :  0  •  U  3  b  ( p  s  i  ) 


**  SAFEGUARD 


SEISMIC  UNIT  2000DK 
SN :  2084 
TIME:  11:58:22 


**  L 


OP! 


DATE:  10/22/92 
Event:  033 
Client:  IT  CDRP 

Operation:  BLAST  EFFECTS  W/DEMO 
SSU  Location:  FORT  MEADE/DEMO  RANGE 
Distance  to  blast:  500 
Operator:  IT  CORP /WINN INGHAM 
Comments:  10  LBS/X  8/DELAY 
Trigger  Level:  0.02  in/seu. 

Record  TifT'®!  5  secs 

Summary 


V- 


PPV  (in/sec) 

PD  (in  K.OOl) 
PPA  (D) 

FREQ  (hz) 
RESULTANT  PPV 
PEAK  AIR  PRESi.u 


lO  r7 


DYNAMIC  CAL  I  BRAT  IQ 


0 . 34 

0 . 07 

0 .  1 0 

9.94 

9.50 

5.81 

(■) .  40 

0 . 1 0 

0. 15- 

71 .4 

71.4 

1 00 . 0 

S-0C  )  : 

0 . 35 

(db) 

142 

(psi  ) 

0.03712 

!N  CHECK 

■ 

f 


**  SAFEGUARD  SEISMIC  UNIT  2000DK 
SN:  2147 

DATE;  10/22/92  TIME:  11:58:54 
Event:  042 

Opera tioni  FORT  MEADE/DEMO  RANGE/DEM 
SSU  Location;  DEMD  RANGE 
Distance  to  blast;  500 
Operator:  IT  CORP/WINNINGHAM 


PPV  (in/sec) 
PD  (in  K.OOl) 
PPA  (Q) 

FREQ  (hz ) 


DYNAMIC  CALIBRATION  CHECK 


0.02  in/ sec 

0  secs 

Summa  ry 

L 

T 

V. 

0 , 82 

0 . 46 

0 . 65 

7.26 

3  -  04 

8 . 90- 

2 . 40 

2 . 30 

1 . 80. 

41 .6 

62.5 

25 . 0 

( i n/ sec )  : 

0 . 99 

- 

IJRE:  (db) 

142 

(psi  ) 

0 . 037  1 Z 

**  SAFEGUARD  SEISMIC  UNIT  200UDK 
SN :  2084 

DATE:  10/22/92  TIME:  11:59:37 

0per2tionl  BLAST  EFFECTS  W/DEMO  OPS 
SSU  Location:  FORT  MEADE/DEMO  RANGE 
Distance  to  blast:  500 

Operator:  IT  CORP/WINNINGHAM 
Comments:  10  LBS/X  8/DELAY 
Trigger  Level:  0-02  in/sec 
Record  Time:  5  secs 

Summa  ry 

L  _  T 

PPV  (in/ sec)  0-43  O-lO 

PD  (in  x.OOl)  11 -S3 

pp£i  (n)  0-45 

8  ^ 

0  -  44 
142 

0 . 03712 


PPV  (in/ sec)  0-43 

PD  (in  ;;.001)  11.83 

PPA  (Q) 

FREQ  (hz) 

RESULTANT  PPV  (in/sec): 
PEAK  AIR  PRESSURE;  (db) 

(psi  ) 


0. 1 
3.  15 
0 . 20 
1 00 . 0 


DYNAMIC  CALIBRATION  CHtCK 


in  < 


>  r  -  J  CD  O  C  -  4 
cf  C-  J  • 


2000DK  ** 


**  SAFEGUARD  SEISMIC  UNIT  : 

SN :  2084 

DATE:  10/22/92  TIME:  12:51:15 
Event:  035 
Client:  IT  CORP 

Operation:  BLAST  EFFECTS  W/DEMO  DPS 
SSU  Location:  FORT  MEADE/DEMO  RANGE 
Distance  to  blast:  5uo 
Operator:  IT  CORP /WINN INGHAM 
Comments:  10  LBS/X  8 /DEL AY 
Trigger  Level:  0.02  in/sec 
Record  Time:  5  secs 


Su.mma  ry 
L 


PPV  (in/sec) 

PD  (in  ;;.001) 

PPA  (q) 

FREQ  (hz) 

RESULTANT  PPV  (in. 
PEAK  AIR  PRESSURE 


0 . 43 

0.14 

0.14 

9.54 

9.37 

6.27 

0 , 50 

0.15 

0 . 20. 

/  ■^-1  cr 

OjL  tr 

Sv^  . 

SiJjr  m  vj> 

'sec ) : 

0 . 44 

1  (db) 

142 

(psi  ) 

0.03712 

DYNAMIC  CALIBRATION  CHECK 


L 


V 


S 


O  C"  '""i 


5095  U.S.A. 
412-776-5805 


1  iTit' 


msec  /  d  i  v  ) 

:  0.036  (pi 


i n/ssc ) 


I 

C 

( 

{ 

( 


**  SAFEGUARD  SEISMIC  UNIT  2000DK  **  L 
SN:  2147 

i  DATE:  10/22/92  TIME:  12:51:39 
Event:  044 
Client:  IT  CDRP 

Operation;  FORT  MEADE/DEMO  RANGE/DEM 
SSU  Location:  DEMO  RANGE 
Distance  to  blast:  500 
Operator:  IT  CORP/WINNINGHAM 
Comments:  10  LBS/X  8/DELAY 


Trigger  Level:  0.02  in/sec 
Record  Time:  10  secs 


Summa  ry 

L 

T 

V. 

PPO  (in/sec)  0.90 

0.53 

0 . 60 

PD  (in  K.OOl)  7.51 

4.45 

8 . 03' 

PPA  (q)  2. SO 

2 . 80 

1 . 90, 

FREQ  <hz)  35.7 

83.3 

"7 

RESULTANT  PPV  (in/sec): 

1 . 04 

PEAK  AIR  PRESSURE:  (db) 

142 

(psi  ) 

0.03712 

DYNAMIC  CALIBRATION  CHECK 


**  SAFEGUARD  SEISMIC  UNIT  2000DK 
SN :  2084 

DATE:  10/22/92  TIME:  12:52:20 
Event:  036 
Client:  IT  CORP 

Operation:  BLAST  EFFECTS  W/DEMO  OPS 
S3U  Location:  FORT  MEADE/DEMO  RANGE 
Distance  to  blast:  500 
Operator:  IT  CORP/WINNINGHAM 
Comments:  10  LBS/X  8/DELAY 
Trigger  Level:  0.02  in/ sec 
Record  Time:  5  secs 


Summary 

L 

T 

PPV  (in/sec) 

0.56 

0.15 

PD  (in  K.OOl) 

1 0 . 0 1 

10.90 

PPA  (g) 

O.SO 

0.15 

FREQ  (hz) 

62.5 

71 .4 

RESULTANT  PPV 

( in/sec ) : 

0.57 

PEAK  AIR  PRESSURE:  (db ) 

142 

(psi  ) 

0 .03 

DYNAMIC  CALIBRATION  CHECK 


**  SAFEGUARD  SEISMIC  UNIT  2000DK  .| _ , 

SN:  2147  ] 

DATE:  10/22/92  TIME:  13:34:31  -  < 

Event :  046  d 

Client:  IT  CORP 

Operation:  FORT  MEADE/DEMO  RANGE/DEM 

SSU  Location:  DEMO  RANGE  ^ 

Distance  to  blast:  500  ■  " 

Operator:  IT  CORP /WINN INGHAM 

Comments:  10  LBS/X  8/DELAY 

Trigger  Level:  0.02  in/sec 

Record  Time:  10  secs 


PPV  (in/sec) 

Summary 

L 

0  n  5  3 

T 

0 . 63 

V. 
0 . 46 

PD  (in  K.OOl) 

5.72 

2.07 

5 . 40- 

PPA  (g) 

1  .SO 

3 . 00 

1 . 60_ 

FREQ  (he) 

41.6 

C*'?  T 

RESULTANT  PPV 

( i n/ sec ) £ 

0.79 

- 

PEAK  AIR  PRESSURE:  (db)  142 

(psi )  0.036S3 

DYNAMIC  CALIBRATION  CHECK 


L 


SHAKETABLE  CALIBRATED;  11/01/91 
By  GeoSonics  Inc. 

Bom  779,  Warrendale,  PA  15095  U.S.A. 
TEL;  412-776-3600  FAX:  412-776-5805- 

Time  Scale;  200  ‘,msec/div) 

Data;  scale  (seismic):  0.64  (in/ sec) 

E>a  t  a  sc 1  e  (air):  L) .  036  (psi) 


L 


T 


V 


s 


*♦  SAFEGUARD  SEISMIC  UNIT  2000DK  **  i 
SN :  2084 

I  DATE:  10/22/92  TIME:  13:35:14 
Event:  037 
Client;  IT  CORP 

Operation:  BLAST  EFFECTS  W/DEMO  OPS 
SSU  Location;  FORT  MEADE/DEMO  RANGE 
Distance  to  blast:  500 
Operator;  IT  CORP/WINNINGHAM 
Comments;  10  LBS/X  8/DELAY 
Trigger  Level;  0.02  in/sec 
Record  Time:  5  secs 

Summary 


L 

T 

V- 

PPV  (in/sec)  0.26 

0 .  (1)7 

0 . 09 

PD  (in  ;;.001)  11.47 

4 . 00 

5 . 68’ 

PPA  (g)  0.35 

(D .  1 0 

0 .10. 

FREQ  (hz)  71.4 

m“T  -T 

Ouj  ■  vJ 

0^7  "7 

— 

RESULTANT  PPV  (in/sec): 
PEAK  AIR  PRESSURE:  (db) 

0 . 26 

142 

- 

(psi  ) 

0.03712 

* 

DYNAMIC  CALIBRATION  CHECK 

- 

Time  Scale;  100  (msec/div) 

Data  scale  (seismic):  0.32  (in/sec) 
E)ata  scale  (air):  0.036  (psi) 


T  V 


i 

< 

C 

c 


,  A,,  a - O-.-a. - - - - - - - - - A  - 


**  SAFEGUARD  SEISMIC  UNIT  2000DK 
SN:  2147 

DATE:  10/22/92  TIME:  13:35:42 
Event:  047 
Client:  IT  CORF 

Operation:  FORT  MEADE/DEMO  RANGE/DEM 

SSU  Location:  DEMO  RANGE 

Distance  to  blast:  500 

Qoerator:  C0RP/WINNIN6HAM 

Comments;  10  LBS/X  S/DELAY 

Trigger  Level;  0.02  in/sec 

Record  Time:  10  secs 


Summa  rv 

L  ■'  T 


FPV  < i n/sec ) 

0 . 92 

0 . 50 

(in  >;.001) 

4  ."47 

2 . 05 

PPA  (q) 

3 . 20 

2 . 40 

FREQ  (hz) 

41.6 

33 . 3 

K  E  3  U  L  T  A  T  P  P  v-  (  i  n  / 

SBC  )  1 

1  -  12 

PEAK  AIR  PRESSURE: 

(dD  ) 

142 

(psi  ) 

0 .03- 

DYNaMiC  CaL  I  t'K  a"!"  I  ON  L.HE 


L 


T 


**  SAFEGUARD  SEISMIC  UNIT  2000DK  **  ! _ 

SN :  2084  < 

DATE:  10/22/92  TIME:  13:36:25  ,  -  t 

Event:  038 
Client:  IT  CORP 

Dperation:  BLAST  EFFECTS  W/DEMO  OPS 

SSU  Location:  FORT  MEADE/DEMO  RANGE  ‘  ^ 

Distance  to  blast:  500 

Operator:  IT  CORP/WINNINGHAM  *  . 

Comments:  10  LBS/X  8/ DELAY 
Trigger  Level:  0-02  in/ sec 

Record  Time:  5  secs  - 


bumma  ry 

1 

u. 

T 

V 

PPv  (in/sec) 

0 . 47 

C) .  1 5 

0.17 

PD  (in  x-001) 

S.95 

9.37 

5.24' 

PPA  (Cl) 

0 , 45 

0 . 20 

0  •  30. 

FREQ  Thz) 

"7-1  A 

/  X  r. 

S  l»  b 

1 00 . 0 

resultant  PPV  (in/ 

S0C  )  : 

0 . 4S 

PEA  K.  A  I  F(  P  R  E  S  6  U  K  E  : 

( db  ) 

1  42 

DVNArl  I  C  CAL  I  BRAT  I  G 

(psi  ) 

N  CHECK 

0 , 037 1 2 

y 


Bo;:  UJarrendale,  PA  l^OVC  iJ,b,A. 

TEl  t;  412-776-3600  FAX:  412-776-5805 


t 


! 


I 

I 

j 


i 


► 


i 


L 


T 


V 


**  SAFEGUARD  SEISMIC  UNIT  2000DK  ** 
SN;  2147 

DATE:  10/22/92  TIME:  14:17:40 
Event:  048 
Client:  IT  CDRP 

Operation:  FORT  MEADE/DEMO  RANGE/DEM 
SSU  Location:  DEMO  RANGE 
Distance  to  blast:  500 
Operator:  IT  CORP/WINNINGHAM 
Comments;  10  LBS/X  8/DELAY  ' 

Trigger  Level:  0.02  in/sec 
Record  Tifne:  10  secs 

Summary 

L  T 

PPV  (in/sec)  0.42  0.47 

PD  (in  :;.001)  4.53  1.73 

PPA  (g)  1.10  2.00 

FREQ  (hz)  50.0  62.5 

RESULTANT  PPV  (in/sec):  0.61 

PEAK  AIR  PRESSURE;  (db)  142 

(psi )  0.03683 

DYNAMIC  CALIBRATION  CHECK 

L  T 


V. 

0 . 39 
4.43- 
1 . 00 


SHAKETABLE  CALIBRATED:  11/01/91 
By  GeoSonics  Inc. 

Bok  779,  Warrendale,  PA  15095 
TEL:  412-776-3600  FAX:  412-7'; 

T  i  me  Sc  ale:  200  ( msec  /  d  v  ) 

Data  scale  (seismic);  0.64  (in, 
Data  scale  (air):  0.036  (psi ) 


► 


L 


**  SAFEGUARD  SEISr^iIC  UNIT  2000DK  **  L 
SN:  2084 

DATE:  10/22/92  TIME:  14:18:23 
Event:  039 
Client:  IT  CORP 

Operation:  BLAST  EFFECTS  W/DEMO  OPS 
SSU  Location:  FORT  MEADE/DEMO  RANGE 
Distance  to  blast;  500 
Operator:  IT  CORP/WINNINGHAM 
Comments;  10  LBS/X  8/DELAY 
Trigger  Level;  0.02  in/sec 
Record  Time;  5  secs 

Summary 

L  T  V- 


PPV  < in/sec) 

0.31 

0 . 08 

0.11 

PD  (in  !-;.001) 

12.10 

wf .  5  o 

5.75 

FPA  (a) 

0 . 45 

0 . 1 0 

0 . 20. 

FREQ  (hr.) 

83.3 

71 .4 

38.4 

RESULTANT  PPV 

( i n/see ) : 

0 . 32 

- 

PEAK  AIR  PRESS 

URE:  (db) 

142 

( ps i  ) 

0 . 037 1 2 

DYNAMIC  CALIBRATION  CHECK 


V 


b  L J  b  D  Tt  i  S  I  Pi  t.  » 
Boy.  779, 

TELs  412-77c:~-36 


PA  15095  U.S.A„ 
FAXs  412-776-5S05 


Beales  iOO  (meec/div) 

Data  scale  (seismic )s  0.32  (in/sec) 

D  a  t  o  sea  j.  *—  *.  ci  .i  i  ’  /  .  C'B  ( p)  i.  .• 


•1'  I  I  c 

:•  V 


L 

r 

c 

•< 

c 

s 


t 

I 


i 

j 

( 

i 

\ 


i 

{ 

i 


I 

i 


**  SAFEGUARD  SEISMIC  UNIT  2000DK  **  I 
SNs  2147 

DATE;  10/22/92  TIME;  14; 18; 48 
Event:  049 
C 1 i ent ;  IT  CORP 

Operation;  FORT  MEADE/DEMO  RANGE/DEM 

SSU  Location;  DEMO  RANGE 

Distance  to  blast;  500 

Operator;  IT  CORP/WINNINGHAM 

Comments:  10  LBS/X  B/DELAY 

Trigger  Level:  0.02  in/sec 

Record  Time:  10  secs 


Summary 

L 

T 

V. 

PPV  (in/sec) 

0.61 

0 . 32 

0 . 49 

PD  (in  K.OOl) 

4.47 

1 . 90 

3.91- 

PPA  (g) 

2.10 

1 . 30 

1 . 20 

FRvEQ  (hz) 

35.7 

25 . 0* 

RESULTANT  PPV  (in/ 

S0C  )  : 

0 . 70 

- 

peak  air  PRESSURE: 

(db  ) 

142 

( p  s  i  ) 

0.03712 

* 

DYNAMIC  CALIBRATION  CHECK 


**  SAFE6UARD  SEISniC  UNIT  2000DK  **  i 
SN :  2084 


DATE:  10/22/92  TIME:  14:19:31 
Blvent:  040 
Client:  IT  COPP 

Operation:  BLAST  EFFECTS  W/DEMO  OPS 
SSU  Location:  FORT  MEADE/DEMO  RANSE 
Distance  to  blast:  500 
Operator:  IT  CORP/WINNINSHAM 
Comments:  10  LBS/X  S/DELAY 
T r i Q Q e r  Level:  0.02  i n / sec 
Record  Time:  5  secs 


bufrjfr»3  ry 


PPO  (in/sec) 
PD  (in  K.OOl) 
PPA  (o) 

FREQ  (he) 
RESULTANT  PPV 
PEAK  AIR  PRESi 


L 

T 

V- 

0 . 44 

0.  12 

0.15. 

11 .83 

4.84 

m  bS 

0 . 5  0 

0. 15 

0 . 20- 

■7  1  A 

/  X  n 

71 .4 

1 25 . 0 

( i n/sec )  ; 

0 . 45 

- 

UREs  (db) 

142 

(psi  ) 

0.03712 

D YNAM I C  CAL  I  BRAT  I  ON  CHECK 


s 


! 


1  f"'  "  /  Q  1 


D 


1/  S 


(p5 


-  U.  cc  a.. 


SUBAREA  B-1 

ZONE  B  (TIPTON  ARMY  AIRFIELD) 
FORT  GEORGE  G.MEADE,  MARYLAND 


Zone  B  Sub>Areas 
Tipton  Army  Airfield,  Ft.  Meade,  MD 


Ft.  George  G.  Meade,  MD  UXO  Survey 
IT  Project  Number  529496 


Tipton  Army  Airfield 


Zone  B  Subarea  1 

Start  Date:  1 1 7^0/92  Completion  Date:  1  /20/Q:^ 


Surface  Survey  0”  -  6": 

UXO  Surface  0" 

UXO  Surface  l"-6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6" 
Non-Ordnance  Items 
Total  Contacts 

Subsurface  Survey  (10%)  7"  -  60": 

UXO 

Ordnance  Related  Items 
Non-Ordnance  Related  Items 
Total  Contacts 


Total  Acreage  Surveyed: 

9 

607 

_.222 _ 

119 

1483 

2450 


Total  Acreage  Surveyed: 

3 

11 

_ 

72 


22.81 


2.62 


Quality  Assurance  0"  -  6": 

UXO  ( 1  St  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Quality  Assurance  7"  -  60": 

UXO  ( 1  St  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed:  2.62 

14 

FAIL 

0 

PASS 


Total  Acreage  Surveyed: _ A 

0 

PASS 

NOT  REQUIRED 
NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  Total  Acreage: 


TERRAIN  DESCRIPTION 

WETLANDS: 

HISTORICAL  SITES: 
ENDANGERED  SPECIES: 
LANDFILLS: 
IMPASSABLE  AREAS: 
UNCHARACTERIZED  SITES: 


50%  OPEN  GRASS  AREA  (ATHLETIC  FIELDS) 

50%  WOODED,ALONG  RIVER  BANKS 

ONE,  EASTERN  AND  SOUTHWESTERN 
BOUNDARIES  JOIN  ON  LITTLE 
PATUXENT  RIVER  &  SMALL  STREAM. 

NONE 

NONE 

NONE 

NONE 

ONE 


B-l-U-l  SEVERAL  HUNDRED  ROUNDS  OF  SMALL  ARMS  AMMUNITION 


Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

PROJECTILE: 

BAZOOKA  2.36: 

629 

SURFACE:  9 

1"  -  6"  621 

T  -  24"  3 

GRENADE: 

RIFLE  M-9 

3 

FRAG  MK-2 

1 

TOTAL  UXO 

633 

MAP#l.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  mTERNATlQNAl,INC.  CHANTILLY,  VA  22021 
14S00  Coofereace  Center  Driven  Suite  100 
(703)  903.WC4 


UXO  Survey  Sj  GPS  MappiAX  Produciiops 
FtNfeadetMD  (Tipton  Army  Air£ eld) 
frcuu  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CAPIBY  LANE,  ALEXANDRIA  VA  22309 
(703)  799*7231  (703)963-3549 


DATE;  JUNE  1993 


COMPILED  BY:  Gil.  TURLEY 


Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  T'-  6'" 
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FIGURE  B-l-l 

ZONEB  SUBAREA B- 1  MAPI 
UXO  LOCATIONS,  SUBSURFACE  SURVEY  LANES, 
Q.A.  POINTS.  IMPASSABLE  AREAS,  LANDFILLS 


Ptepar«lFbc: 

FORT  GEORGE  G.  ME*-\DE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
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HGURE  B-1-3 

ZONEB  SUBAREA  B-1  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 

Preptfed  Fi«: 

FORT  GEOROE  0,  MEADE.  MD 
VXO  SURVEY  OPERATION 
PROJECT  No-  529496 
JUNE  1993 
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SUB-AREA  B-2 

ZONE"B"  (TIPTON  ARMY  AIRFIELD) 
FORT  GEORGE  G.  MEADE,  MARYLAND 
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Zone  B  Sub-Areas 
Tipton  Army  Airfield,  Ft.  Meade,  MD 


/ 
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PAl  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  b_2  Total  Acreage:  RO _ 


TERRAIN  DESCRIPTION 

90%  OPEN  GRASS  AREA  SURROUNDING 
HELICOPTERPARKING  AREA  AND  AVIATION 
SUPPORT  BUILDINGS.  10%  WOODED 

WETLANDS: 

WESTERN  BOUNDARY  IS  ALONG  LITTLE 
PATUXENT  RIVER 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

NONE 

Summary  of  UXO  Discoveries 

Type  _ Quantity _ Depth  Located 


PROJECTILE: 

BAZOOKA  2.36:  93  SURFACE:  14 

75MM  1  l"-6"  76 

7"  -  24"  3 

25"  -60  1 


TOTAL  UXO 
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MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 
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FIGURE  B-2-1 

ZONE  B  SUBAREA  B-2  MAP  1 
UXO  LOCATIONS,  SUBSURFACE  SURVEY  LANES, 
Q.A.  POINTS,  IMPASSABLE  AREAS,  LANDFILLS 

Prepved  Bot: 

FORT  GEORGE  G,  MEADE,  MD 
UXO  SURVEY  operation 
PROJECT  No.  529496 
JUNE  1993 
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MAP  #2.  HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 
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MAP  #3.  HIGH  CONCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 
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nGUREB-2-3 

ZONES  SUBAREA B-2  MAP 3 
CONCENTRATION  AREAS  WHERE  ORDNANC 
RELATED  ITEMS  WERE  RECOVERED 

PrufuraiFor: 
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MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 
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FIGURE  B-2-4 
ZONEB  SUBAREA  B-2  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENV'IRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Pr«]>«red  For: 

FORT  GEORGE  0.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


SUB-AREA  B-3 

ZONE  "B"  (TIPTON  ARMY  AIRFIELD) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


Tipton  Army  Airfield,  Ft.  Meade,  MD 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection _ 

Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 


Subarea:  ^ _  Total  Acreage:  23.40 

TERRAIN  DESCRIPTION  OPEN  GRASS,  WITH  AVIATION  PARKING  AREAS, 

TAXI-WAYS  AND  MAIN  RUNWAY. 

WETLANDS:  NONE 

HISTORICAL  SITES:  NONE 

ENDANGERED  SPECIES:  NONE 

LANDFILLS:  NONE 

IMPASSABLE  AREAS:  NONE 

UNCHARACTERIZED  SITES:  NONE 


Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

PROJECTILE: 

SURFACE:  1 

BAZOOKA  2.36: 

135 

75MM 

5 

1”  -  6"  135 

3"  STOKES  MORTAR 

1 

7"  -  24"  3 

25"-  60"  3 

GRENADE: 

RIFLE  M-9 

1 

TOTAL  UXO 


142 
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MAP  #  1 .  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOLT^ARIES 
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nGUREB-3-1 

ZONEB  SUBAREA  B-^3  MAP  I 
UXO  LOCATIONS.  SUBSURFACE  SURVEY  LANES, 
Q  A.  POINTS,  IMPASSABLE  AREAS,  LANDFILLS 
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HGURE  B-3-2 

ZONEB  SUBAREA  B-3  MAP  2 
HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 

Prepared  For: 

FORT  GEORGE  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


VIAP  #3.  HIGH  CONCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 
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HGURE  B-3-3 

ZONIEB  SUBAREA  B-3  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 

l^cpir«d  For: 

FORT  aEOROE  O.  MEADE,  MD 
iTXO  SURVEY  OPERATION 
PROIECTN0.52W96 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade.  MD:  IT  Project  Number  529496 


Zone: 


B 


Subarea: 


This  page  replaces  Figure  B~3~4 _ 

There  are  no  Uncharacterized  Sites.  Wetlands.  Historical  Sites,  and  Endangered  Species  areas 
located  in  this  survey  area. 


SUB-AREA  B-4 

ZONE  "B"  (TIPTON  ARMY  AIRFIELD) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


Zone  B  Sub-Areas 
Tipton  Army  Airfield,  Ft.  Meade,  MD 


Quality  Assurance  7"  -  60": 

UXO  ( 1  St  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed:  -43 
0 

PASS 

NOT  REQUIRED 
NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subareai  g_/| _  Total  Acreage;  _ 


TERRAIN  DESCRIPTION 

OPEN  GRASS  AREA,  CONTAINS  AIRFIELD’S 

MAIN  BUILDING  COMPLEX,  AIRCRAFT  PARKING 
AREA,  TAXI-WAYS  AND  MAIN  RUNWAY. 

WETLANDS: 

NONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

ONE 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

NONE 

Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

PROJECTILE: 

BAZOOKA  2.36: 

322 

SURFACE:  3 

75MM 

14 

1"  -  6"  321 

60MM  MORTAR 

1 

7"  -  24"  13 

25"-  60"  5 

GRENADE: 

RIFLE  M-9 

1 

FRAG  MK-2 

4 

TOTAL  UXO 

342 

MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 
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Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  215  FEET 


PROJECT  MANAGER:  L  PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


CD 


FIGLUE  B-4-1 

ZONEB  SUBAREA  B-4  MAP  1 
UXO  LOCATIONS,  SUBSURFACE  SURVEY  LANES. 
Q.A.  POINTS,  IMPASSABLE  AREAS,  LANDHLLS 

Prepared  For: 

FORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No,  529496 
JUNE  1993 
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P  #2.  HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 
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HGURE  B-4-2 

ZONE  B  SUBAREA  B-4  MAP  2 
HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 

I^:c]>sr«iFcx’: 

FORT  GEORGE  Q.  MEADE.  MD 
UXO  SURVEY  OPERATION 
PROJECT  No,  529496 
JUNE  1993 


VP  #3.  HIGH  CONCENTRATIONS  OF  ORDNANC 
RELATED  ITEMS 
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fioni  Cbe 

E>rvIRONMENT  Sl  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAJ  advanced  studies.  INC. 

4502  CARiBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  9d^.  3549 


DATE:  JUNE  1993 


Subarea  Boundary 

Subsurface  Survey  Lancs 

Quality  Assurance  Points 

UXO  Surface  • 

UXO  Subsurface  I”-  6"  X 

UXO  Subsurface  T-ir  X 

UXO  Subsurface  25"^  60"  * 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of  "-V' 

Unidentified  Contacts  Deeper  than  6"  ^ 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 

SCALE  1"  «  215  FEET 


REVIEWED:  , 


PROJECT  MANAGER:  J.PASTOWCK 


tSiSi 


us  ARMY 

ENVIRONMENTAL  CENTER 


Eia 


nGUREB-4-3 

ZONEB  SUBAREA  B-4  MAPS 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 

Preyed  For; 

FC«T  GEORGE  0.  MEADE  Mt> 

UXO  SURVEY  OPER.MION 
PROJECT  No.  5;:949^ 

JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  ^ _  Subarea:  B-4 


This  page  replaces  Figure  ^~4~4 

There  are  no  Uncharacterized  Sites,  Wetlands,  Historical  Sites,  and  Endangered  Species  areas 
located  in  this  survey  area. 


SUB-AREA  B-5 

ZONE  "B"  (TIPTON  ARMY  AIRFIELD) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


Tipton  Army  Airfield,  R.  Meade,  MD 


Quality  Assurance  7"  -  60": 

UXO  ( 1  St  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed:  -37 
0 

PASS 


NOT  REQUIRED 
NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 


Subarea: 


Total  Acreage: 


TERRAIN  DESCRIPTION 

OPEN  GRASS  AREA 

WETLANDS: 

NONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

ONE 

IMPASSABLE  AREAS: 

TWO,  HEAVY  VEGETATION 

UNCHARACTERIZED  SITES: 

ONE 

B-5-U-1  SCRAP  METAL  BURIED,  3  METER  DIAMETER  AREA. 

Type 


Summary  of  UXO  Discoveries 


Quantity 


Depth  Located 


TOTAL  UXO 


22 


76’  45'  09''W 
39’ 05'  15  "N 


MAP# I.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOLTED  ARIES 


L^B  IKTERNATIQN.\1,  INC.  CHANTlIiV.VA  22021 
I4t00  CoofcccQoc  Ceoitf  S«il«  100 
r70?^W3-W(» 


UXO  Survey  Jt  OPS  Mappiox  Produclioos 
Ft.  McMk,  MD  (Tipton  Arm\>  Airfield) 
front  the 

ENVIROVMENT  k  SAFETY  SYSTEM  (ESS) 
PAl-ASI 

PAI  advanced  STUD1E.S,  INC, 

<iS02  C.AKLBY  lANE,  .AIEXANDWA,  Va  22309 
(703)  799.^1  (703)96«-3549 


DATE^  a^NE  1993 


COMPELEDBY:  Oi<.  THOEY’ 


\il 


Ul? 


Subarea  Boundary 
Subsurface  Sun^ey  Lanes 
Quality'  Assurance  Points 
UXO  Surface 
UXO  Subsurface  1"- 6"' 

UXO  Subsurface  7"- 24" 

UXO  Subsurface  25"- 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Undiaractcrizcd  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  130  FEET 


US  ARm' 

ENVIRONMENTAL  CENTER 


m 


FIGLTlEB-5-1 

ZONE  B  SUBAREA  B-5  MAP  1 
I  XO  locations.  SUBSURFACE  SURVEY  LANES. 
g.A  POINTS.  IMPASSABLE  AREAS.  LANDFILLS 

lYepared  For: 

TOkJ  GEOBC3E  0.  MEADE.  MD 
VXOSURV^^  OPEK^TION 
mOJECT  No  529496 
JUNE  1993 


76  44'  56"\v 
39'  05'  05"N 


76°  45'  09"W 
39°  05'  15"N 


lAP  #2.  HIGH  CONCE^^^RATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 
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PAI-ASI 

TAl  .ADVANCED  STUBIES,  INC. 
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DATR  JUNE  1993 


COMPILED  BY:  OJI.  TURLEY 
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CHECKED: 


PROJECT  MANAGER:  J.  PASTOR3CK 


\  ^  us  ARMY 

^  jL  ENVIRONMENTAL  CENTER 
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76°  44'  56"W 
39°  05'  05  "N 


HGURE  B-5-2 

ZONE  B  SUBAREA  B-5  MAP  2 
HIGH  CONCENTRATIONS  OF  METALLIC 
CONTACTS  BELOW  6  INCHES 

Pt^«red  For: 

FORT  GEORGE  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  N<x  529496 
JUNE  1993 


MAP  #1.  HIGH  CONCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 
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14^(00  Conference  Ceoler  Drive,  Suite  lOO 
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-1502  CARLBY  LANE,  ALEX-^NDRlA,  VA  22309 
OOS)  799^7231  (703)  9«- 3549 


DATE;  JLNE  1993 


COMPOEDBY;  OJl.  TURLEY 


Subarea  Boundary 
Subsurface  Sun’ ey  Lanes 
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UXO  Surface 
UXO  Subsurface  1"-  6" 

UXO  Subsurface  7"- 24" 

UXO  Subsurface  25"- 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  wdth  Count  of 
Unidentified  Contacts  Deeper  than  6" 
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Wetlands 
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Landfills 
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39=05'  05 'N 


HGURE  B-5-3 

ZONE  B  SUBAREA  B-5  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 

Prepared  For: 

FORT  OBOROE  G,  MEADE,  MD 
UXOSURUTY  OPERATICa^i 
PROJECT  No.  529496 
JirNE  1993 


SUB-AREA  B-6 

ZONE  "B"  (TIPTON  ARMY  AIRFIELD) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


Zone  B  Sub- Areas 
Tipton  Army  Airfield,  Ft.  Meade,  MD 


Ft.  George  G.  Meade,  MD  UXO  Survey 
IT  Project  Number  529496 


Quality  Assurance  7"  -  60": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed:  .38 
0 

PASS 


NOT  REQUIRED 
NOT  REQUIRED 


PAl-ASl 

GPS  Mapping  &  UXQ  Data  Collection 

Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  Total  Acreage:  _ 


TERRAIN  DESCRIPTION  60%  OPEN  GRASS  AREA,  WETLANDS  AND 

WOODED  AREA  40%,  WITH  TREES  TO  30-35  FEET. 


WETLANDS: 
HISTORICAL  SITES: 
ENDANGERED  SPECIES: 
LANDFILLS: 
IMPASSABLE  AREAS: 

UNCHARACTERIZED  SITES: 


YES,  STANDING  WATER 

NONE 

NONE 

TWO 

TWO, 

(1)  LARGE  AREA  S.W.  CORNER 

(2)  SMALL  AREA  BESIDE  LANDFILL 

NONE 


Summary  of  UXO  Discoveries 


Type 

Quant  ily 

Depth  Located 

PROJECTILE: 

75MM 

6 

SURFACE:  0 

BAZOOKA  2.36" 

4 

1"  -  6"  11 

PYROTECHICS: 

M123  FLARE 

1 

7"  -  24"  0 

25"-  60"  0 

TOTAL  UXO 


11 


76°  45'  56"W 
39°  05'  08"N 


.lAP  #2.  fflGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


76°  45’  38"W 
39°  05'  N 


UXB  INTERNAHONAl,IMC.  CMANTILLY.VA  22021 
14800  Coofexeoofr  CeDter  Diiv^  Suite  100 
C703)  «)3-89(H 

UXO  Surv^  &  GPS  Mapping  Productioiis 
FtMeade»MB  (Tiptoo  Aitny  AirfieM) 

£romU>e 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STl.T)IES,  INC. 

450G  CAIU-BY  LANE,  AlEXANDJlLV  VA  22309 
(703)  79^7231  (703)968-5549 

^ ATeT  TOIE  1993  I  COMPILED  BY:  G  H.  TURLEY 


Subarea  Boundary  . 

Subsurface  Siiivey  Lanes 

Quality  Assurance  Points 

UXO  Surface  • 

UXO  Subsurface  1"-  6"'  X 

UXO  Subsurface  7"- 24"  X 

UXO  Subsurface  25"— 60"  * 


High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Inq^assable  Areas 
Debris 
Vegetation 
Standing  Water 

SCALE  1"  =*  125  FEET 


nGUREB~6-2 

ZONEB  SUBAREA  B-6  MAP  2 
HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 

Prepared  Fc«; 


FORT  GEORGE  G.  ME.\DE»  MD 
tJXOSLfRVEY  OPERATION 
PROIECTNa  529496 
JUNE  1993 


cR 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 
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COMPILED  BY;  GJI.  TURLEY 
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UXO  Subsurface  r-24" 


UXO  Subsurface  25''- 60" 


High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 
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Unidentified  Contacts  Deeper  than  6" 
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nGUREB-6-l 

ZONE  B  SUBAREA  B-6  MAP  1 
UXO  LOCATIONS,  SUBSURFACE  SURVEY  LANES, 
Q.AFOINTS,  IMPASSABLE  AREAS,  LANDniXS 


PtcfMtftd  Bo»: 


FORT  OEOROE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


=3,  HIGH  CONCENTRATIONS  OF  ORDNANCl 
RELATED  ITEMS 


UXB  INTERNATIONAl,  INC.  CHANTIH.Y,VA  22CC1 
14800  Conference  Center  Drive,  Suite  100 
(703)803.W04 


UXO  Survey  GPS  MnrpifiK  Ptoductions 
Ft.  Meade,  Ml>  (Tipton  Army  Airfieid) 
from  Uk 


ENVIRONMENT  ^  SAFETY  SYSTEM  (ESS) 


PAI-ASI 

P.-\J  ADVA.NCED  STUDIES,  INC. 

45CC  CARLBV  LANE,  ALEX.-kNDRlA,  Va  22309 
C0^^  799-7231  (703)908-3549 


DATE:  Jl?NE  1993 


COMPILED  BY:  G.B.  TL^RLEY 


Subarea  Boundarv^ 
Subsurface  Survxy  Lancs 
Quality  Ass\irance  Points 
UXO  Surface 


UXO  Subsurface  T'-  6  " 


UXO  Subsurface  7"- 24" 


UXO  Subsurface  25"- 60" 


High  Concentration  Areas  of  Ordnance 
Relaterf  Items  Recovered 


High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 
Wetlands 


Historical  Sites 


Endangered  Species  Areas 
Landfills 


Impassable  Areas 


Debris 


Vegetation 
Standing  Water 


SCALE  I"  *  125  FEET 


R£\TEW'ED: 


PROJECT  M ANAOEX:  J.  PASTORICK 


US  ARMY 


ENVIRON^MENTAL  CENITR 


[Q 


HGURE  B-6-3 

ZONE  B  SUBAREA  B-6  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNAaNCE 
RELATED  ITEMS  WERE  RECOVERED 


PrefMr«d  For: 


FORT  OEOROE  O.  MEADE,  MD 
UXOSUR\Tir  OPERATIC»J 
PROJECT  No.  529196 
JUKE  1993 


SUB-AREA  B-7 

ZONE  "B"  (TIPTON  ARMY  AIRFIELD 
FORT  GEORGE  G.  MEADE,  MARYLAND 


Zone  B  Sub-Areas 
Tipton  Army  Airfield,  Ft.  Meade,  MD 


Quality  Assurance  7"  -  60": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surv'eyed:  -49 
0 

PASS 


NOT  REQUIRED 
NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  b-7  Total  Acreage:  bq.qo _ 


TERRAIN  DESCRIPTION 

WETLANDS: 
HISTORICAL  SITES: 
ENDANGERED  SPECIES: 
LANDFILLS: 
IMPASSABLE  AREAS: 
UNCHARACTERIZED  SITES: 


40%  OPEN  GRASS  AREAS  ALONG  MAIN  RUNWAY, 
60%  WOODED  AREA  ALONG  SOUTHERN  HALF. 

NONE 

NONE 

NONE 

ONE 

ONE,  CONSTRUCTION  DEBRIS 
ONE 


B-7-U-1  GLASS  VIAL  CONTAINING  UNKNOWN  LIQUID. 


Type 


PROJECTILE: 

75MM 

BAZOOKA  2.36" 
57MM 

GRENADE: 

MK-2  FRAG 

TOTAL  UXO 


Quantity 

Depth  Located 

9 

SURFACE:  0 

10 

1"  -  6"  20 

1 

7"  -  24"  0 

25"-  60"  1 

2 

22 

MAP#1.  UXEXPLODED  ORDNANCE  a'XO) 
LOCATIONS  &  BOLTsD ARIES 


UXB  INTERN  ATI  ON.AL,  INC.  CHANTILLY,  V  A  22CEI 
14^00  Conlcicoix  Ccoter  Drive,  Suite  lOQ 
r?03>803  89(M 


UXO  Survey-  &  GPS  M^ppinx 
FL  Meade,  MD  (Tiptoo  Arn«\-  Airfield! 
from  the 
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4502  CARLBY  LANE,  ALEX.ANDR1.A,  VA  22309 
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DATE:  JL^NE  199 


COMPILED  BY:  GJi.  TITRLEY’ 
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REVIEWED: 


PROJECT  MANA  OER:  J.  PASTORJCK 


US  ARMY 

EN\^IRONMENTAL  CENTER 
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HGURE  B-7-1 

ZONE  B  SUBAREA  B-7  MAP  1 
UXO  LOCATIONS,  SUBSURPACE  SURVEY  LANES. 
Q.A.  POINTS,  IMPASSABLE  AREAS,  LANDFIIXS 

Prepared  For: 

FORT  GEORaE  O.  MEADE,  MD 
UXO  SURVEY  OPER.ATION 
PROJECT  No,  529496 
JUNE 


iP  #2.  HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


TJXB  IKTEMIA'n<»IAl,lNC.  CHANTILLY.  VA  22021 
L4M0  Coa^cKoco  Center  Drive^  Suite  LOO 
(7Q3)«03-SW 
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DATE:  JUNE  1993 


COMPILED  BY;  03.  TURLEY 
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UXO  Surface 
UXO  Subsurface  1"-  6'' 
UXO  Subsurface  T'— 24^^ 


UXO  Subsurface  25"— 60" 


High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 


High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 
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HGURE  B-7-2 

ZONEB  SUBAREA  B-7  MAP  2 
HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


PtepsrodJFor: 


FORT  GEORGE  0.  MEADE,  MD 
UXOSUR\Ti'  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


^P#3.  HIGH  CONCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 
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MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 
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COMPILED  BY:  QJI.  TURLEY 


Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  1"'-  6" 

UXO  Subsurface  T-IV 
UXO  Subsurface  25'^- 60'^ 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standiog  Water 

SCALE  I"  «  155  FEET 


REVIEWED: 


PROJECT  MANAGER:  LPASTORICK 


^H1 


us  ARMY 

ENVIRONMENTAL  CENTER 


EQ 


HGURE  B-7-4 

ZONEB  SUBAREA  B-7  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

FKfHBredFov: 

FORT  GEORGE  Q.  MEADE,  MD 
UXO  SUR\^  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


SUB-AREA  B-8 

ZONE  "B"  (TIPTON  ARMY  AIRFIELD) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


Tipton  Army  Airfield,  R.  Meade,  MD 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 
Subarea:  p-g  Total  Acreage:  20.40 _ 


TERRAIN  DESCRIPTION 
WETLANDS: 
HISTORICAL  SITES: 
ENDANGERED  SPECIES: 

LANDFILLS: 
IMPASSABLE  AREAS: 
UNCHARACTERIZED  SITES: 
B-8-U-1 


60%  WOODED,  40%  OPEN  GRASS  AREA 
NONE 
NONE 

YES,  ONE  AREA  SHOWN  ON  MAP  B-8-4 
(TIGER  BEETLE  HABITAT  AREA) 

NONE 

NONE 

ONE 


AREA  IS  CONTAMINATED  WITH  BURIED  BARBED  WIRE. 
10  DIAMETER  AREA 


Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

PROJECTILE: 

75MM 

9 

SURFACE:  0 

37MM 

1 

1"  -  6"  13 

40MM 

2 

7"  -  24"  0 

BOMB: 

(TRAINING  DEVICE 

)  1 

25"-  60"  0 

TOTAL  UXO 


13 


X, 


Ft.  George  G.  Meade,  MD  UXO  Survey 
IT  Project  Number  529496 


MAP#1.  L  N EXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  intejwational,inc.  chanttuy.va  :202i 

14^00  Coofcrefice  Ceolet  DrivT^  Suite  100 
(703)  «)3-  «904 


UXO  Soivey  &  OPS  Mapping  Prcdac4icios 
Ft-  Mcede^  MD  (Tiptco  Aro^-  Air^eld) 
frocn  tbe 

ENA^IRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI^ASI 

PAl  ADVANCED  STUDIES,  INC. 

4502  C.AWLBY  LANE,  ALEX.ANDR1A,  VA 
OOi)  799^7231  (703)  3549 


DATE;  n  NE  199 


COMPILED  BY:  G.H.  TU  RLEY' 


Subarea  Boundary 
Subsurface  Survey  Lanes 
(Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  {”-  6* 

LOCO  Subsurface  T'— 24" 

L^O  Subsurface  25"- 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uricharacterlzed  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 

SCALE  1"  =  130  FEET 


wimmssmmsY/aii 


PROJECT  MANAGER.  J.PASTOWCK 


US  ARMY 

ENVIRONMENTAL  CENTER 


EQ 


nGUREB-8-l 

ZONE  B  SUBAREA  B-8  MAP  I 
UXO  LOCATIONS,  SUBSURFACE  SURVEY  LA-NES, 
Q.A.  POLNTS,  IMPASSABLE  AREAS,  LANDFILLS 

PttffMTed  For: 

FORT  GEOROE  O.  MEADE.  MD 
UXO  SLUVFY  OPERATION 
PROJECT  529496 
JUNE  1993 


MAP  #2.  HIGH  CONCENTRATIONS  OF  METALLIC 
CONTACTS  BELOW  6  INCHES 


UXB  mTERNATIONAL,  IKC.  CMANTUiY.  VA  22021 
L4M0  Coafewoeft  Center  Driv^  Suite  100 
(703)  803-S9(» 


76'=  44'  56"W 
39°  05'  05"N 


UXO  Survey  &  OPS  Mrp(>liig  Productioas 
FtMead^MD  CHpUan  Army  Airfield) 
fitjca  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAl  ADVANCED  STUDIES,  INC. 

4502  CARLBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)96».3549 


DATE:  JUNE  1993 


COMPILED  BY:  OJI.  TURLEY 


Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  1"-  6"' 

UXO  Subsurface  7''— 24" 

UXO  Subsurface  25"— 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 

SCALE  1"  =  130  FEET 


REVIEWED: 


PROJECT  MAl'iAQER:  J.  PASTORICK 


us  ARMY 

ENVIRONMENTAL  CENTER 


m 


HGURE  B-8-2 

ZONEB  SL^BAREAB-g  MAP  2 
HIGH  CONCENTRATIONS  OF  METALLIC 
CONTACTS  BELOW  6  INCHES 

Prepared  Foe: 

FORT  GEOR<3E  G.  MEADE,  MD 
UXO  SXmVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


lAP  #3.  HIGH  CONCEI'TTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 


UXB  rNTERNATIONAL,  INC.  CHANTILLY.VA  22021 
14jlCX}  Cofifercaoe  C^tct  Driv«^  Suite  100 
<703)»0$-W(H 


UXO  Survey  &  GW  Mip^l  Prodoetiow 
R.  Mewle;,  MD  Aituy  AirfieW) 

fromUte 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  advanced  stxdies,  me. 

450?  CARLBY  LANE,  ALEXANDWA,  VA  22309 
(703)  799-7231  (703)961-3549 


DATE:  JUNE  1993 


COMPOEDBY:  O-H.TUIU-EY 


Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
L^O  Surface 
L^O  Subsurface  I"'  -  6" 

LTXO  Subsurface  7''— 24" 

L"XO  Subsurface  25"— 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Irr^assable  Areas 
Debris 
Vegetation 
Standing  W^ater 


SCALE  1"  »  130  FEET 


PROJECT  MANAGER;  J.  PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


EQ 


FIGURE  B-8-3 

ZONEB  SUBAREA  B-8  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
REI ATED  ITEMS  WERE  RECOVERED 

Prepired  For: 

FORT  OEOROE  O.  ME,-U)E,  MD 
UXOSl^VFi'  OPERATION 
PROJECT  No.  529496 
amE  1993 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  INTERNATIONAl.INC.  CHANTDIY.VA  22021 
14300  Conlerefice  Ceoier  Drive^  Suite  100 
(703)  303-3904 


t'  56''W 
15'  05"N 


UXO  Survey  &  GPS  Miwng  Productions 
R^Meade^MI)  (Tipton  Army  Airfield) 
fiom  tl»e 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC 
4502  CA3ULBY  LANE,  ALEX.ANDKIA,  VA  22309 
(703)  799-7231  (703)963-3549 


DATE:  JUNE  1993 


COMPIIJBDBY;  GJI.TUIU^Y 


Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  1"-  6^' 

UXO  Subsurface  7"- 24" 

UXO  Subsurface  25"- 60" 

High  Concentration  Areas  of  Ordnance 
Related  Itenis  Re<)overed 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


♦  HI 

E=3 


SCALE  1"  =  130  FEET 


REVIEWED; 


PROJECT  MANAOER;  J.PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


nOURE  B-8-4 

ZONEB  SUBAREA  B-8  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

PrepiredPer: 

FORT  <3EORGE  Q.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  Na  529496 
JUNE  1993 


SUB-AREA  B-9 

ZONE  "B"  (TIPTON  ARMY  AIRFIELD) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


Zone  B  Sub- Areas 
Tipton  Army  Airfield,  Ft.  Meade,  MD 


Start  Date: 


Ft.  George  G.  Meade,  MD  UXO  Survey 
IT  Project  Number  529496 

Tipton  Army  Airfield 
Zone  B  Subarea  9 
2 _  Completion  Date: _ ; 


Surface  Survey  0"  -  6": 

UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6" 
Non-Ordnance  Items 
Total  Contacts 


Subsurface  Survey  (10%)  7"  -  60": 

UXO 

Ordnance  Related  Items 
Non-Ordnance  Related  Items 
Total  Contacts 


Total  Acreage  Surveyed: 

0 

6 

133 

255 

520 

914 


Total  Acreage  Surveyed: 

1 

46 

118 


19.65 


Quality  Assurance  0"  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed: 


FAIL 


PASS 


Quality  Assurance  7"  -  60": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed: _ 3^ 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  p-p  Total  Acreage:  io  _ 


TERRAIN  DESCRIPTION 

100%  OPEN  GRASS  AND  SAND  AREA 

WETLANDS: 

NONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

YES,  ONE  AREA  SHOWN  ON  MAP  B-9-4 
(TIGER  BEETLE  HABITAT  AREA) 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

NONE 

Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

PROJECTILE: 

75MM 

2 

SURFACE:  0 

57MM 

4 

1"  -  6"  7 

40MM 

2 

T  -  24"  1 

25"-  60"  0 

TOTAL  UXOs 


8 


Map  s  1  I  N’EXPLODED  ORDNANCE  (L'XO) 
LOCATIONS  &.  BOUNDARIES 


UXB  rNTERNATlONAL,  INC.  CHANTTU-Y,  VA  22021 
14<C0  CcAfereoce  Ceuta  Drive^  Suite  100 
r03>«)3.WO* 


UXO  Survey  &  GPS  Mepixnx  Frodnctioos 
Ft.  Meede,  MD  (Tiptoo  Army  Airfielj) 
from  the 

ENVIRONMENT  &.  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAJ  advanced  STXrDIES,  INC. 

450:?  CARLBY  lANE,  ALEXANDRIA,  VA  22309 
(703)  799-?23l  (703>%j^3549 


DATE:  JUNE  1953  |  COXffTLEDBY:  G.H.  TUPIEY 


Subarea  Bomidary 
Subsurface  Surv'cy  Lanes 
Quality  Assurance  Points 
L^O  Surface 
L^O  Subsurface  1"-  6'' 

L^XO  Subsurface  7"— 24" 

UXO  Subsurface  25"— 60" 

High  Concentration  Areas  of  Ordnance 
Related  Itenas  Recovered 

High  Concentradon  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 
Uncharacterized  Sites  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 

SCALE  1"  *  130  FEET 


PROJECT  MAN  A  GER;  L  PAST03U 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


HGURE  B-9-1 

ZONEB  SUBAREA B-9  MAPI 
UXO  LOCATIONS,  SUBSURFACE  SURVEY  LA.NES, 
Q.A.  POINTS,  IMPASSABLE  AREAS,  LA.NDFILLS 


PreptfedFbt: 

FORT  OEOROE  0,  ME,ADE»  MD 
UXO  SXmVEY  OmusTlGS 
PROJECT  Nol  529496 
JLW1993 


lAP  #2.  HIGH  CONCENTRATIONS  OF  METALLIC 
CONTACTS  BELOW  6  INCHES 


UXB  internationai,inc.  CH.A>mu.Y,  va  22021 

14SOO  Ccafcfcace  Ceater  l^rive^  Smt^  LOO 
(703)  803- 89(H 


UXO  Survey  &  GPS  Mapping  Prodactioos 
Ft  Meade,  MD  (Tipton  Anuy  Airfield) 
fromtbe 

ENVIRONMENT  Sc  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  advanced  STl.rDIES,  INC. 

450£  CARLBY  lane,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  968-3540 


DATE:  JUNE  1993 


COMPILED  BY:  G.H.  TURLEY 


Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  T'-  6" 

UXO  Subsurface  7'— 24'' 

UXO  Subsurface  25"- 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

In^assable  Areas 
Debris 
Vegetation 
Standing  Water 

SCALE  1"  *  130  FEET 


REVIEWED: 


PROJECrr  MANAGER:  J.  PASTOWCK 


\  ^  US  ARMY 

^  Z  ENVIRONMENTAL  CENTER 


QQ 


nGUREB-9-2 

ZONEB  SUBAREA  B-9  MAP  2 
HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 

PreptredFoc: 

FORT  GEORGE  G.  ME.ADE,  MD 
UXO  SURVEY  operation 
PROJECT  No.  529496 
JUNE  1993 


lAP  #3.  HIGH  CONCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 


UXB  INTEKNATIONM,  IMC.  CHAN7114.Y.  VA  22021 
14400  Coojfcraace  Ceatcr  ]>dv«^  Sidle  100 
(703)*03-W04 


UXO  Survey  &  QfPS  \Uppuig  ProdikUioos 
Pl  Meade,  MI>  (Tiptoo  Amy  AirAcid) 

ENVIRCXVMENT  &.  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES.  INC. 

45Ce  CARLBY  LANE,  ALEXANDRIA,  VA  22309 
r03)  799.7231  (705)964-3549 


DATE:  JUNE  IS93 


COMPOEDBV:  OJl,  TURLEY 


Subarea  Boundary 
Subsurface  Survey  Lancs 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  1"-  6" 

UXO  Subsurface  7"— *24" 

LXO  Subsurface  25"— 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Undiaracterizcd  Sites  and  Special  Areas 

Wedands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Irr^assable  Areas 
Debris 
Vegetation 
Standing  Water 

SCALE  1"  =  130  FEET 


reOIECT  M  ANAOER;  1.  PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


EH 


HGURE  B-9-3 

ZONE  B  SUBAREA  B-9  MAP  3 
CONC'ENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 


PtcfMredPbr: 

FORT  GEOROE  O.  MEADE,  MD 
1^0  OPERATIC 

PROJECT  No,  529^ 
JUNE  1993 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  INTERNATIONaI,  INC.  CHANTILLY,  VA  22021 
14^00  Confereoce  Ctttet  Driv^v  Suito  100 
(703)  W3.«904 


76°  44'  47"W 
39°  05'  05"N 


■HKir. 


UXO  Survey  Sl  OPS  MAppug  Ptodt^oos 
Ft  Meedesi  MD  (Ttpioo  Army  Airfield) 
fiocutbe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC 
4502  CARLBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)90^3549 


DATE;  JUKE  1993 


COMPILED  BY:  Q-H.  TURLEY 


Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  1"-  6" 

UXO  Subsurface  7"— 24'' 

UXO  Subsurface  25"— 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 
Uncharacterized  Sites  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

Inq^assable  Areas 
Debris 
Vegetation 
Standing  Water 

SCALE  1"  =  130  FEET 


#  HI 

r— I 


REVIEWED; 


PROJECT  MANAGER:  J.PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


nOURE  B-9-4 

ZONEB  SUBAREA  B-9  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

PrcptredFbc: 

FORT  GEORGE  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


SUB-AREA  B-10 

ZONE  "B"  (TIPTON  ARMY  AIRFIELD) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


Zone  B  Sub- Areas 
Tipton  Army  Airfield,  Ft.  Meade,  MD 


X 


Ft.  George  G.  Meade.  MD  UXO  Survey 
IT  Project  Number  529496 


Tipton  Army  Airfield 


Zone  B  Subarea  10 

Start  Date:  ^/S/Q2  Completion  Date:  4/28/91 


Surface  Survey  0"  -  6": 

UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 

Metallic  Contacts  Remaining  Below  6" 

Non-Ordnance  Items 

Total  Contacts _ 

Subsurface  Survey  (10%)  T  -  60": 

UXO 

Ordnance  Related  Items 
Non-Ordnance  Related  Items 
Total  Contacts 


Total  Acreage  Surveyed; 

10 

30 

264.Q_ 

1183 

8423 

12286 


Total  Acreage  Surveyed: 

2 

79 

636 

717 


53.73 


5.44 


Quality  Assurance  0"  -  6": 


Total  Acreage  Surveyed: 


5.44 


UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


_ 

FAIL 

_0 _ 

PASS 


Quality  Assurance  7"  -  60”: 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed:  -87 
0 

PASS 

NOT  REQUIRED 
NOT  REQUIRED 


PAl  -  ASl 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  Total  Acreage: 


SPECIAL  NOTE:  Because  of  the  configuration  of  this  Subarea  it  has 
been  necessary  to  divide  and  present  the  survey  results  on  two 
separate  maps.  Figure  B-lOA  covers  the  Western  portion,  Figure 
B-lOB  shows  the  Eastern  Half  of  the  Subarea. 

TERRAIN  DESCRIPTION 


HISTORICAL  SITES: 


ENDANGERED  SPECIES: 


WETLANDS:  ONE,  STANDING  WATER  IN  B-lOB  AREA 

HISTORICAL  SITES:  ONE,  SHOWN  ON  B-lOA  MAP 

ENDANGERED  SPECIES:  NONE 

LANDFILLS:  YES,  NUMEROUS  SMALL  LANDFILLS  IN 

OLD  TROOP  BIVOUAC  AREAS 

IMPASSABLE  AREAS:  TWO, 

(1)  ONE  IN  B-lOA 
(1)  STANDING  WATER  ON  B-lOB  MAP 
JtACTERIZED  SITES:  FIVE 

(4)  SHOWN  ON  B-lOB  MAP, 

(1)  SHOWN  ON  B-lOA  MAP. 

B-lOA-U-1  TROOP  TRASH  (BURN  PIT) ,  6  METERS  DIAMETER 
B-lOA-U-2  TROOP  TRASH  (BURN  PIT),  6  METERS  DIAMETER 
B-lOA-U-3  OEW  RESIDUE  (RUSTY  RIFLE  CLIPS,  etc.),  6  METERS 
B-lOA-U-4  TROOP  TRASH  (BURN  PIT) ,  6  METERS  DIAMETER 
B-lOB-U-5  TRASH  (MEDICAL  WASTE  RESIDUAL)  2  METERS  DIAMETER 


LANDFILLS ; 


IMPASSABLE  AREAS: 


UNCHARACTERIZED  SITES: 


ONE  IN  B-lOA 

STANDING  WATER  ON  B-lOB  MAP 

SHOWN  ON  B-lOB  MAP, 

SHOWN  ON  B-lOA  MAP. 


Summary  of  UXO  Discoveries 


Type 


PROJECTILE: 

75MM 

57MM 

40MM 

BAZOOKA  2.36 
3''  STOKES  MORTAR 
4.2"  MORTAR 
GRENADE: 

MK-2  FRAG 
M-9  RIFLE 

TOTAL  UXOs 


Quantity 

16 

5 

3 

3 

5 

1 

Snecial  rem 

been  added  • 

10 

are  shown  w 

1 

These  UXOs  i 

from  a  debr 

44 

(All  have  th 

Depth  Located 


SURFACE  4 
1"  -  6"  30 
7"  -  24"  3 
25"-  60"  0 

Seven  UXOs  have 


ere  re- identified 


UXO  Survey  b  OPS  M«pfajix  Prodoetioiis 
Ft  Mewkt  M]>  (Tipioo  ^nsy  Airfield) 
fioatbe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAJ  ADVANCED  STUDIES,  INC. 

45QC  CAWLBY  LANE,  ALEXANDRIA,  VA  22309 
(703^  799^7231  (703)90-3549 


iTE:  JLfNE  1993  COMPILED  BY;  QJi.TURLFk' 


Subarea  Boundary  ■ 

Subsurface  Survey  Lanes 
Quality  Assurance  Points  ■ 

UXO  Surface  • 

UXO  Subsurface  T'-  6"  X 

UXO  Subsurface  7'- 24"  X 

UXO  Subsurface  25"- 60"  » 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recoveied 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 


Endangered  Speoies  Areas 


Landfills 
Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  185  FEET 


MAP#1.  UNEXPLODED  ORDKANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNA'nCWAL.lNC  CHAKmXY.VA  22021 
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ENVIRONMENT  SAFETY  SYSTEM  (ESS) 
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PAI  advanced  studies,  me. 

45ai  CAKLBY  LANE,  ALEXANDRA,  VA  22309 
(703)  799-7231  (703)  94S-3549 


DATE:  JUNE  1993 


COMPILED  BY:  OJI.  TURLEY 
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Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  T'-  6"' 

UXO  Subsurface  7"- 24" 

UXO  Subsurface  25"- 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Undiaracterized  Sites  and  Special  Areas 

Wedands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 
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HGUREB-lOB-l 
ZONEB  SUBAREA B-10  MAPI 
UXO  LOCATIONS,  SUBSURFACE  SURVEY  LANES, 
Q.A.  POINTS,  IMPASSABLE  AREAS,  LANDFILLS 
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Prepared  For: 

FORT  GEORGE  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  52&*9d 
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MAJ>  =f;.  HIGH  CONCENTRATIONS  OFMETALUC 
CONTACTS  BELOW  6  INCHES 


UXB  international,  INC.  CHANTILLY.VA 

14^100  Conference  Cealer  Drive^  Suite  100 
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PAI-ASI 

PA3  ADVANCED  Sm>IES.  INC. 

4502  C.aXLBY  lane,  ALEXANDRIA,  VA  22309 
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COMPILED  BY:  GJl.Tl'RLEY 


Subarc-a  Boundary’ 

Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  T'-  6'" 

UXO  Subsurface  7''— 24'' 

UXO  Subsurface  25' -60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  .Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 
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HGURE  B-lOA-2 
ZONEB  SUBAREA B- 10  MAPI 
HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


Prepared  For: 

FORT  GEORGE  O.  MEADE,  MD 
LTXO  SURVEY  (WERATJON 
PROIECT  No,  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  B _  Subarea:  B-lOA 


This  page  replaces  Figure  B-lOA-3 

There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


lAP  #3.  HIGH  CONCENTRATIONS  OF  ORDNANCE 
RELATED  ITEMS 


IIXB  INTERNATIONAUINC.  CHANIHiY.VA  22021 
L4M0  Coofercooe  Center  Drtv^  Snite  100 
(703)KW-»«H 


CONffllJSDBy:  OJ«.TUWJE\' 


UXO  Swey  &  GPS  Mepptng  Ptodneltons 
Pt.  Me*(kv  MD  Cnpten  Ann>’  Aiifietd) 
frees  ttie 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

P.M  ABV.ANCED  studies,  INC. 

4502  CAW3Y  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)9^  3549 


DATE-  JUNE  19^ 


Subarea  Boundary  ■■  

Subsurface  Survey  Lancs 

Quality  Assurance  Points 

UXO  Surface  ♦ 

UXO  Subsurface  1"-  6"  X 

UXO  Subsurfece  7"- 24"  X 

UXO  Subsurface  25"- 60"  ^ 

High  Concentration  Areas  of  Ordnance 

Related  Items  Recovered  kS^idii 

High  Concentration  with  Count  of  ^ 

Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sices 

Endangered  Species  Areas 

Landfills 


Impassable  Areas 
Debris 
Vegetation 
Standing  Water 
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US  ARMY 
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nGLfREB-lOB-3 
ZONEB  SUBAREA  B- 10  MAP  3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 

PteptfedFor: 

FORT  GEORGE  G.  MEADE,  MD 
UXO  SLlRVEY  OPERATION 
PROJECTNo.  529496 
Jl^NE  1993 
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MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 
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14$00  Cosfer«&ce  Ceater  Diive^  Suite  100 
(703)  SOS- *904 
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Ft  Meade,  MD  (Tipton  Army  AirficicO 

&otnUio 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 
45CGCAia3YlANE..MJEXANDi<lA,VA  22309 
(703)  799-7231  (703)  9SS- 3549 


DATE:  JITO 1993 


COMPE.EDBY:  Oil.  TURLEY 
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UXO  Surface 
UXO  Subsurface  T'-  6"' 

UXO  Subsurface  7'^- 24^' 

UXO  Subsurface  25"'— 60'" 
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Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6'' 
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FIGURE  B- 10  A-4 
ZONED  SUBAREA B-10  MAP 4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Prepared  For: 

FORT  GEGROE  O.  MEADE.  MD 
UXO  SURVEY  OPERATION 
PROJECT  Now  529496 
JUNE  1993 
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NiAP  a-;.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  INTERNATIONAL,  DsC.  CH.ANTILLY.  \  A  22021 
14^00  ConfcrettDc  Ccaler  Z>rivet  Suite  LOO 
(703)  *03-«904 


L^O  Sorw'ey  &  GPS  Ptcpdttilioas 

Ft.  Me*de,  MD  fTiploa  Army  Airfield) 
from  the 

EaWIRONTvIENT  S AFEn'  SYSTEM  (ESS) 
PAI-ASI 

PAI  .advanced  studies,  INC. 

A5<C  CAXLBV  LANE,  .ALEX.ANDIUA,  VA  >2309 
(70J)  799-7231  (703)96^3549 


DATE:  1993 


COXiPlLEDBY:  GJI.TLTyLEY* 


Subarea  Boundary 
Subsurface  Surv’ey  Lanes 
Qualitv'  Assurance  Points 
L^O  Surface 
LXO  Subsurface  1"-  6" 

L^O  Subsurface  7''— 24" 

L'XO  Subsurface  25"— 60" 

High  Concentration  Areas  of  Ordnance 
Relaterf  Items  Recovered 

High  Concentration  unth  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wedands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

In^assablc  Areas 
Debris 
Vegetation 
Standing  Water 
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FIGURE  B-lOB-4 
ZONEB  SUBAREA  B-10  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL  ENDANGERED  SPECIES 
HABITAT.  WETLANDS,  HISTORICAL  SITES) 

^cfMrod  For: 

FORT  aE<»GE  O.  MEADE,  MD 
LTXO  SURV'EY  OratATION 
PROJECT  Nol  529496 
JUNE  1993 


SUB-AREA  B-11 

AIRFIRD) 

fort  GEORGE  G.  MEADE,  MARYLAND 


B17  )  B2 


B14  B13 


Tint/^  A  ®  Sub-Areas 

Tipton  Army  Airfield,  Ft.  Meade,  MO 


Start  Date:  5/15/92  Co 


Surface  Survey  0"  -  6": 

UXO  Surface  0" 

UXO  Surface  1 "  -  6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6" 
Non-Ordnance  Items 
Total  Contacts 


Subsurface  Survey  (10%)  7"  -  60": 

UXO 

Ordnance  Related  Items 
Non-Ordnance  Related  Items 
Total  Contacts 


Ft.  George  G.  Meade,  MD  UXO  Survey 
IT  Project  Number  529496 


Tipton  Army  Airfield 
Zone  B  Subarea  1 1 
92 _  Completion  Date: _ ^ 


Total  Acreage  Surveyed:  29.5 

0 

22 

-  102 
360 
3095 
3579 


Total  Acreage  Surveyed:  2.67 
0 

0 

_ 40^ 


Quality  Assurance  0"  -  6": 

UXO  { 1  St  Evaluation) 


Q/A  Pass  or  Fail 


UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed:  2.67 


PASS 


NOT  REOUIRF.n 


NOT  REQUIRED 


Quality  Assurance  7"  -  60": 

UXO  ( 1  St  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  .4 
0 

PASS 

NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


TERRAIN  DESCRIPTION 
WETLANDS: 
HISTORICAL  SITES: 
ENDANGERED  SPECIES: 
LANDFILLS: 

IMPASSABLE  AREAS: 
UNCHARACTERIZED  SITES: 


80%  WOODED,  20%  OPEN  AREA 
TWO,  ACTIVE  STREAMS 
NONE 
NONE 

ONE,  N.W.  CORNER 

(CONSTRUCTION  DEBRIS) 

NONE 

TEN  SEPARATE  AREAS 
(SHOWN  ON  B-11-4  MAP) 


SEE  ATTACHED  SHEET  FOR  DETAILED  DESCRIPTIONS  OF  EACH  SITE. 


Type 


Summary  of  UXO  Discoveries 


Quanlity 


PROJECTILE: 

BAZOOKA  2.36: 
60MM  MORTAR 

GRENADE: 

M-9  RIFLE 
MK-2  FRAG 

TOTAL  UXO 


Depth  Located 


SURFACE: 
1"  -  6" 

7"  -  24" 
25"  -60 


1 


PAI-ASI 

GPS  MAPPING  AND  UNCHARACTERIZED  SITE  DATA 
SUPPORTING  DOCUMENTATION  ON  SPECIFIC  SITES. 

SUB-AREA  B-11  DESCRIPTTON  OF  SITF  o 


B-ll-U-1 

B-ll-U-2 

B-ll-U-3 

B-ll-U-^ 

B-ll-U-5 
B-l  1-0-6 
B-ll-U-7 

B-ll-U-8 

B-ll-U-9 

B-ll-U-10 


Raikoad  ties,  steel  cable,  and  layer  of  slag, 
which  make  it  unsweepable.  x  40  metm). 

A  mound  wth  nimerous  metaUic  readings  indicating  metal. 
Circle  with  a  radius  of  approximately  3  meters. 

A  mound  wth  numerous  metaUic  readings  indicating  metal. 
Circle  with  radius  of  approximately  3  meters. 

A  mound  with  numerous  metallic  readings  indicating  metal. 
Circle  with  radius  of  approximately  3  meters. 

Mounds  with  numerous  metallic  readings  indicating  metal. 

A  mound  with  numerous  metallic  readings  indicating  metal. 

An  area  with  numerous  reading  indirating  metal. 

Objecte  found  on  the  surface  include  rebars,  banding 
material,  and  trash  bags.  Approximately  4x4  meters. 

An  area  with  numerous  reading  indicating  metal. 

Banding  materials,  and  other  pieces  of  metal  we^  found 
®ti  the  surface.  Circle  with  3  meter  radius. 

Metal  rods  sticking  out  of  the  ground  and  rolls  of  barbed 
wire.  10  meter  radius. 

Area  is  saturated  with  metallic  contacts.  4  Meter  radius. 


ENVIRONMENT  Sc  S APEFi"  SYSTEM  (ESS) 


COMPEJEDBY:  aH.TVRtEY 


UXO  Subsurface  25"— 60'' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 


High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 
Wedands 


Endangered  Species  Areas 
Landfills 


Impassable  Areas 


Debris 


Standing  Water 
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nOLTlE  B-11-1 

ZONE  B  SUBAREA  B-1 1  MAP  1 
UXO  LOCATIONS,  SUBSURFACE  SURVEY  LANE 
Q.A.  POINTS,  IMPASSABLE  AREAS,  LANDFILLS 
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#2.  HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 
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4502  CARLBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)90-3549 


DATE:  JUNE  1993 


COMPILED  BY:  OJI.  TURLEY 
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Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  T'-  6” 

UXO  Subsurface  7"— 24"' 

UXO  Subsurface  25''— 60"' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterizcd  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 
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Irr^assable  Areas 
Debris 
Vegetation 
Standing  Water 
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FIGLrRE  B-11-2 

ZONEB  SUBAREA  B-11  MAP  2 
HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 
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Related  Items  Recovered 
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nOURE  B-11-3 

ZONED  SL^BAREA  B-11  MAP 3 
CONCENTRATION  AREAS  WHERE  ORDNANCE 
RELATED  ITEMS  WERE  RECOVERED 
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MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 
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14^00  Confer  GOce  Center  Drivi^  Smlo  100 
(703)«»-890i 
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cewnLEDBY:  dJI,  TURLEY 
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Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  T'-  6" 

UXO  Subsurface  7''— 24" 

UXO  Subsurface  25"— 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 
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Inq^assable  Areas 
Debris 
Vegetation 
Standing  Water 
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nOURE  B-IM 

ZONEB  SUBAREA  B-11  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 
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SUB-AREA  B-12 

ZONE  "B"  (TIPTON  ARMY  AIRFIELD) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


Zone  B  Sub-Areas 
Tipton  Army  Airfield,  Ft.  Meade,  MD 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 

Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 


Subarea:  b  12  Total  Acreage: 


TERRAIN  DESCRIPTION 

40%  OPEN  GRASS  AREA,  60%  WOODLANDS  AND 
LANDFILL 

WETLANDS: 

YES,  LITTLE  PATUXENT  RIVER  ALONG 
WESTERN  BOUNDARY. 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

ONE,  ALONG  NORTHERN  BOUNDARY 
(CONSTRUCTION  DEBRIS) 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

FOUR 

B-12-U-1  BARB  WIRE,  METAL  BANDINGS,  METAL  RODS  (12-6  METERS) 

B-12-U-2  BARB  WIRE,  METAL  SHEETS,  BANDINGS  (6  METERS) 

B-12-U-3  METAL  PIECES,  BANDINGS,  BROKEN  CHINAWARE  (5  METERS) 

B-12-U-4  CONCRETE  WASTE,  CONSTRUCTION  DEBRIS,  DIRT  BERM  IS 

5’  WIDE  AND  700’  LONG. 

Summary  of  UXO  Discoveries 


Type _ Quantity  Depth  Located 


NO  UMOs  WERE  LOCATED  IN  THIS  SUBAREA 


MAP  a  1 .  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNATIONAL,  INC.  CHANTILLY,  VA  22021 
14^  Ccofercnce  Ceoicf  Drive,  Suite  lOO 
(70J) 


UXO  Survey*  &  OPS  Ki^ppii^  Ptodoctioos 
Ft  Meede,  MD  (Tipton  Army  Airfield) 
fiomtbe 

ENVIRONMENT  Sc  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

P.M  advanced  studies,  INC. 

4502  CAKLBY  lane,  ALEXANDRIA,  VA  22309 
(703)  799-  723 1  (703)  96^  3549 


DATE:  JUNE  1993 


COMPILED  BY:  Oil,  TURLEY 


Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  1"-  6” 

UXO  Subsurface  7'— 24" 

UXO  Subsurface  25"— 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

FEgh  Concentration  with  Count  of 
LWdentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Speoies  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 

SCALE  1"  *  155  FEET 


PROJECT  MANACffiR:  LPASTCSUCK 


US  ARMY 

ENVIRONMENTAL  CENTER 


ED 


FIGURE  B-12-1 

ZONEB  SUBAREA  B-12  MAPI 
UXO  LOCATIONS,  SUBSURFACE  SURVEY  LANES, 
Q.A.  POINTS,  IMPASSABLE  AREAS,  LANDFILLS 

.  Prepared  For: 

FORT  OEOROE  0.  MEADE,  MD 
VXO  SURVEY  OPERATION 
PROJECT  Na  529496 
JUNE  1993 


76°  45'  54"W 
39°05'38"N 


ENVIRONMENT  &  SAFETY  SYSTEM  (ESS 


PAI-ASI 

PAI  ADVANCED  STXn>IES.  INC. 

4502  CAIOBY  LANE»  AlEXANDRJ.A,  VA  22309 
(703)  799*7231  (703)  96$*  3549 


COMPILED  BY:  QM.TURLE' 


UXO  Subsurface  7^-24" 


UXO  Subsurface  25"- 60" 


High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 


High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Undiaracterized  Sites  and  Special  Areas 
Wetlands 


Endangered  Species  Areas 
Landfills 


In^assable  Areas 


Standing  Water 


SCALE  V 


155  FEET 


REVIEWED:  CHECKED: 


PROJECT  RANAOER:  I.  PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


nOURE  B-12-2 

ZONEB  SUBAREA  B42  MAP  2 
HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


.  PrqMtedPor: 


FORT  GEORGE  Q.  MEADE*  MB 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  B _  Subarea:  B-12 


B-12-3 

This  page  replaces  Figure _ . 

There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


76’  45'  54"W 
39"  05'  38"N 


MAP  #4,  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  INTHWATIONAI,  WC.  CHANTUIY,  VA  22021 
14400  Coafercoce  C«iitcr  Drive^  Suite  100 
(703)  aOJ-4904 


UXO  Swey  Sl  ops  Meming  Ptoductioos 
FL  Meude,  MD  (Hpioo  Afiny  Airfield) 

^ocatbe 

ENr\^IRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAl-ASI 

PAI  ADV.ANCED  STUDIBS,  ISC. 

4502  CA1U3Y  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)964-3549 


DATE  JUNE  1993 


COMPILED  BY:  OJI.  TURLEY 


Subarea  Boundary  ' 

Subsurface  Survey  Lancs 

Quality  Assurance  Points 

UXO  Surface 

UXO  Subsurface  L'-  6" 

UXO  Subsurface  7'— 24" 

UXO  Subsurface  25"— 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas  ^  u  1 
Wetlands 

Historical  Sites  #  H  1 

Endangered  Species  Areas  F~  1 

Landfills 

In^assable  Areas 
Debris 
Vegetation 
Standing  Water 

SCALE  1"  »  155  FEET 


Mggiirlg!f=&!?^>aigia 


US  ARMY 

ENVIRONMENTAL  CENTER 


nOURE  B-12-4 

ZONEB  SUBAREA  B-12  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENS'IRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

IVupvedFor: 

FC»IT  GEC^tOE  O.  MEADE,  XGD 
UXO  SURVEY  DERATION 
PROJECT  No.  529496 
JUNE  19^ 


SUB-AREA  B-13 

ZONE  "B"  (TIPTON  ARMY  AIRFIELD) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


Zone  B  Sub-Areas 
Tipton  Army  Airfield,  Ft.  Meade,  MO 


Ft.  George  G.  Meade,  MD  UXO  Survey 
IT  Project  Number  529496 


Quality  Assurance  0"  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed: _ 

0 

PASS 

NOT  REQUIRED 
NOT  REQUIRED 


Quality  Assurance  7"  -  60": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed:  -06 

0 

PASS 

NOT  REQUIRED 
NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  b_i3  Total  Acreage:  20  70 

TERRAIN  DESCRIPTION 

100%  WOODED  AREA 

WETLANDS: 

ONE,  STANDING  WATER 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

ONE 

IMPASSABLE  AREAS: 

ONE,  CONSTRUCTION  DEBRIS 

UNCHARACTERIZED  SITES: 

NONE 

Summary  of  UXO  Discoveries 

Type 


GRENADE: 

M-18  SMOKE 

LANDMINE 

(TRAINING  DEVICE) 

TOTAL  UXO 


Quantity 


Depth  Located 


SURFACE: 
1"  -  6" 

7"  -  24" 
25"-  60" 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ B 


Subarea: 


This  page  replaces  Figure 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone: 


B 


Subarea:  B-I3 


B-13-3 

This  page  replaces  Figure _ . 

There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


UXB  I>rrERNAT10NAL,INC.  CHANTILLY.  VA  22021 
14S00  ConfcKOC©  Ccaier  Drive.  Suite  100 
(703)  «03-«904 


UXO  Survey  &  OPS  MipfXAg  Prodactioos 
RMcede.MD  (TiptoQ  Army  Airfield) 
fiocn  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 


PAI-ASI 

PAI  ADVANCED  STUDIES.  INC. 

4502  CAELBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799*7231  (703)96^-3549 


DATE:  JUNE  1993 


COIVIPILED  BY:  GJI.  TURLEY 


Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  1'"-  6" 
UXO  Subsurface  7"- 24^' 
UXO  Subsurface  25"— 60'' 


High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 


High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

UncharacterLzed  Sites  and  Special  Areas  U  1 

Wetlands 

Historical  Sites  ^  H  1 

Endangered  Species  Areas  r 

Landfills 


Impassable  Areas 


Debris 


Vegetation 
Standing  Water 


SCALE  1"  «  150  FEET 


REVIEWED: 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


FIGURE  B-13-4 

ZONEB  SUBAREA  B-13  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREA! 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 


Pr«parc!dF«: 


FORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


SUB-AREA  B-14 

ZONE  "B"  (TIPTON  ARMY  AIRHELD) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


Upton  Army  Airfield,  R.  Meade,  MD 


Start  Date: 


Surface  Survey  0"  -  6": 

UXO  Surface  0" 


Ft.  George  G.  Meade,  MD  UXO  Survey 
IT  Project  Number  529496 


Tipton  Army  Airfield 
Zone  B  Subarea  14 
92 _  Completion  Date:  9/9/S 


;  Total  Acreage  Surveyed; 

0 


UXO  Surface  1 "  -  6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6" 
Non-Ordnance  Items 
Total  Contacts 


Subsurface  Survey  (10%)  7”  -  60": 

UXO 

Ordnance  Related  Items 
Non-Ordnance  Related  Items 
Total  Contacts 


_7 _ 

i _ 

328 

1535 

1875 


Total  Acreage  Surveyed: 

0 

0 

120 


27.32 


2.73 


Quality  Assurance  0"  -  6": 

UXO  ( 1  St  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  2.73 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


Quality  Assurance  7"  -  60": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  -33 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAl-ASl 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  B-14  Total  Acreage:  27.32 _ 


TERRAIN  DESCRIPTION 


WETLANDS: 


HISTORICAL  SITES: 


ENDANGERED  SPECIES: 


LANDFILLS: 


IMPASSABLE  AREAS: 


UNCHARACTERIZED  SITES: 


HEAVY  WOODED  AREA  AND  WETLANDS 
TWO, 

(1)  LITTLE  PATUXENT  RIVER  ON  THE 
WESTERN  BOUNDARY. 

(2)  CENTER  OF  SUBAREA 

NONE 

NONE 

ONE,  CONSTRUCTION  DEBRIS 

ONE,  HEAVY  CONSTRUCTION  DEBRIS 

TWO 


B-14-U-1  UNKNOWN  VIAL  (  LIQUID),  RECOVERED  BY  U.S.  GOVT.) 
B-14-U-2  PARTIALLY  BURIED  WATER  TRUCK  (JUNK) 


Type 


Summary  of  UXO  Discoveries 


Quantity 


PROJECTILE: 

75MM 

BAZOOKA  2.36" 


TOTAL  UXO 


Depth  Located 


SURFACE: 
1"  -  6" 

7"  -  24" 
25"-  60" 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTEIlNATIONAl,lNC.  CHANTILLY,  VA  22021 
14S00  Confeieace  Ccfller  Drive,  Suite  100 
<703)  803-8904 


/i 

I 


rnmii 

r/<  ' 

J;  ^  t 


DXO  Survey  &  C3?S  Mapping  Productioos 
FtMce^MD  (Tipton  Amy  Airfield) 
fiom  tlkc 

ENVIRONMENT  Sc  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STin)IES,  INC. 

4502  CARLBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  9<>8-3549 


DATE:  JUNE  1993 


COMPILED  BY:  GLI.  TURLEY 


Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  1"-  6" 

UXO  Subsurface  7'- 24'' 

UXO  Subsurface  25"- 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  160  FEET 


REVIEWED: 


PROJECT  MANAOER;  J.PASTOR1CK 


US  ARMY 

ENVIRONMENTAL  CENTER 


rn 


FIGURE  B-14-1 

ZONE  B  SUBAREA  B-14  MAP  1 
UXO  LOCATIONS,  SUBSURFACE  SURVEY  LANES, 
Q.A.  POINTS,  IMPASSABLE  AREAS,  LANDFILLS 

Pr«{Mr«4  For: 

FORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  ® 


Subarea: 


This  page  replaces  Figure^~^4-2 _ 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


( 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  B _  Subarea:  B-14 _ 

B-14-3 

This  page  replaces  Figure _ . 

There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


MAP  #4.  L^'CHAIL^CTERIZED  SITES  and 
SPECIAL  AREAS 


IIXB  INTERNATIONAl^INC.  CH.VNTIU.Y.  VA  22021 
14^00  Coofeteoc^  Ceater  Drivc>  Suite  100 
(703)  W3-J904 


UXO  Sur-Ty  &  OPS  Mapping  Prodactioos 
FuMeadp^MD  (Tipioo  Army  AirSeld) 

ENVIRONMENT  &:  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

P.Al  .ADV.ANCED  STUDIES^  INC. 

4502  CAJU3Y  LANE,  ALEXANDRIA,  VA  22309 
C703)  799-7231  (703)  9d8-3549 


COMPILED  BY;  GJi.  TURLEY 


DATE:  JUN'E  1993 


Subarea  Boundary 
Subsurface  Survey  Lane^ 

Quality  Assurance  Points 

UXO  Surface 

UXO  Subsurface  V' -  6" 

LTXO  Subsurface  7"- 24" 

UXO  Subsurface  25"— 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 


^  H  I 

[=□ 


Inpassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  »  160  FEET 


REVIEWED: 


PROJECT  MANA OER:  J.  PASTOR3CK 


US  ARMY 

EN\^IRONMENTAL  CENTER 


m 


76°  45'  55"W 
39'’  04'  50"N 


nOURE  B-14-4 

ZONEB  SL^BAREA  B-14  MAP  4 
LT4CHARACTERIZED  SITES  and  SPECIAL  AREAS 
(EN\'IROMVIENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SUES) 

Prepared  For: 

FORT  GEORGE  G,  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROIECT  No.  529496 
JUNE  1993 


SUB-AREA  B-15 

ZONE  "B"  (TIPTON  ARMY  AIRFIELD) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


Zone  B  Sub-Areas 
Tipton  Army  Airfield,  Ft.  Meade,  MD 


X 


Ft.  George  G.  Meade,  MD  UXO  Survey 
IT  Project  Number  529496 


Tipton  Army  Airfield 
Zone  B  Subarea  15 

Start  Date;  ‘^/l  S/92  Completion  Date:  9/18/52. 


Surface  Survey  0"  -  6": 

UXO  Surface  0" 

UXO  Surface  l"-6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6" 
Non-Ordnance  Items 
Total  Contacts 


Total  Acreage  Surveyed: 

0 


17.6 


113 


827 


948 


Subsurface  Survey  (10%)  7"  -  60": 

UXO 

Ordnance  Related  Items 
Non-Ordnance  Related  Items 
Total  Contacts 


Total  Acreage  Surveyed: 

0 

1 


1.96 


40 


A1 


Quality  Assurance  0"  -  6”: 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
.  Q/A  Pass  or  Fail 


Total  Acreage  Surveyed: 

0 

PASS 


1.96 


NOT  REQUIRED 
NOT  REQUIRED 


Quality  Assurance  7"  -  60": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed:  -25 

0 

PASS 

NOT  REQUIRED 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 

Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  n-ie  Total  Acreage:  _ ia20 — 


TERRAIN  DESCRIPTION 

WETLANDS: 
HISTORICAL  SITES: 
ENDANGERED  SPECIES: 
LANDFILLS: 
IMPASSABLE  AREAS: 
UNCHARACTERIZED  SITES: 


80%  WOODED  AREA,  WETLANDS  WITH  HEAVY 
VEGETATION 

THREE,  ADJOINING  AREAS  ALONG  RIVER 
NONE 
NONE 
NONE 

TWO,  STANDING  WATER  AREAS 
NONE 


Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

PROJECTILE: 

BAZOOKA  2.36: 

1 

SURFACE:  0 

75MM 

1 

1"  -  6"  2 

7"  -  24"  0 

25"  -60  0 

TOTAL  UXO 

2 

46'  09"W 
39“  05'  08"N 


t  \*  \  •  ,  •  •  \  .V. 

\,  X  '.  •  *  *1  V— X  \ 


A  T.  ,N.  '|.  V  — ■— , 


V-: 

* 


•  V‘ 


•  • 


\ 

■  V 


■'".v 


V^r:  ■  .7  ■ .  ■  -v 


■  ■ 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNATIONA!,  INC.  CHANTILLY,  VA  22021 
L4S00  Coofereace  Ccoier  Driven  Suite  100 
(703)  803-8904 


UXO  Survey  &  GPS  MappifiR  Productioos 
RMcede^MD  (Tiptoo  Anny  Airfield) 
fioco  tike 

ENVIRONMENT  Sc  SAFETY  SYSTEM  (ESS) 


PAI-ASI 

PAI  advanced  studies.  INC, 

4502  CARLBY  LANE,  ALEXANDRIA,  VA  22309 
C703)  799-7231  (703)  9o8- 3549 


DATE:  JUNE  1993 


COMPILED  BY:  ON.  TURLEY 


Subarea  Boundary 
Subsurface  Survey  Lanes 
Quality  Assurance  Points 
UXO  Surface 


UXO  Subsurface  T'-  6'' 
UXO  Subsurface 


UXO  Subsurface  25"- 60^^ 


High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 


High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 


Wetlands 


Historical  Sites 
Endangered  Species  Areas 
Landfills 


Impassable  Areas 


Debris 


Vegetation 
Standing  Water 


SCALE  1"  -  125  FEET 


REVIEWED:  , 


PROJECT  MANAGER:  L  PASTORI 


US  ARMY 

ENVIRONMENTAL  CENTER 


EE3 


nOURE  B-15-1 

ZONEB  SUBAREA  B-15  MAP  1 
UXO  LOCATIONS,  SUBSURFACE  SURVEY  LANES 
Q.A.  POINTS,  IMPASSABLE  AREAS,  LANDFILLS 


,  Ptepiued  For; 


FORT  OEORCffi  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  Na  529496 
JUNE  1993 


WAP  #2.  HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


UXB  INTERNATIONAl,lNC.  OIANTILLY.VA  22021 
14^00  Confercoce  Ceatex  Driven  Suite  100 
(703)  803-8904 


TJXO  Survey  &  GPS  Mapping  Productioos 
Ft.  MeadC)  MD  (Tipton  Army  Aiificki) 

^ocn  the 
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Metallic  Contacts  Remaining  Below  6" 
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UXO 
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Q/A  Pass  or  Fail 
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TERRAIN  DESCRIPTION 

80%  WOODED  AREA,  20%  OPEN.  60% 

OF  SUBAREA  IS  WETLANDS 

WETLANDS: 

YES,  LITTLE  PATUXENT  RIVER  ON 

EASTERN  BOUNDARY. 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

ONE 

IMPASSABLE  AREAS: 

FOUR,  WETLANDS  AREAS,  WITH  HEAVY 
VEGETATION 

UNCHARACTERIZED  SITES: 

FOUR 

B-16-U-1  SMALL  ARMS  DEBRIS  IN  BURIED  PIT  (1  METER) 

B-16-U-2  TROOP  TRASH,  BURN  PIT  (3  METERS) 

B-16-U-3  CONSTRUCTION  MATERIALS,  DEBRIS  (5  METERS) 

B-16-U-4  TROOP  TRASH,  BURN  PIT  (2-5  METERS) 
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(TRIP  FLARE) 

TOTAL  UXO 


SURFACE 
1"  -  6" 

7"  -  24" 
25"-  60" 


MAP  #  1 .  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNATIONAUINC.  CHANTILLY,  VA  22021 
14800  Coaier«fio&  Center  IMve,  Suite  100 
(703)  803^8904 


UXO  Survey  &  OPS  MeppiuR  Prodocticos 
RMeede^MI)  (Tipton  Anny  Airfield) 

•frogp  tike 

ENVIROrvTMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES.  INC. 

450aCAMBY  LANE.  ALEXANDRIA.  VA  22309 
(703)  799-7231  (703)  9«8-3549 


COMPILED  BY:  Oil.  TURLEY 


DATE;  JUKE  1993 


Subarea  Boundary 
Subsurface  Survey  Lanes 
(Quality  Assurance  Points 
UXO  Surface 
UXO  Subsurface  1"-  6" 

UXO  Subsurface  7"— 24'" 

UXO  Subsurface  25"- 60" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Undiaracterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 


Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  160  FEET 


PROJECT  MANAGER;  J.  PASTORJ 


US  ARMY 

ENVIRONMENTAL  CENTER 


□3 


HGURE  B-16-1 

ZONEB  SUBAREA  B-16  MAP  1 
UXO  LOCATIONS,  SUBSURFACE  SURVEY  LANES, 
Q.A.  POINTS,  IMPASSABLE  AREAS,  LANDFILLS 

Prcpued  For; 

FORT  GEOROE  O.  MEADE.  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ B 


Subarea:  B-16 


This  page  replaces  Figure  B-16-2 
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FORT  GEORGE  G.  MEADE,  MARYLAND 


Zone  B  Sub-Areas 
Tipton  Army  Airfield,  Ft.  Meade,  MD 


Ft.  George  G.  Meade,  MD  UXO  Survey 
IT  Project  Number  529496 


Tipton  Army  Airfield 
Zone  B  Subarea  17 

Start  Date:  S/20/92  _  Completion  Date:  8/27/92. 


Surface  Survey  0"  -  6”: 

UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 

Metallic  Contacts  Remaining  Below  6" 

Non-Ordnance  Items 

Subsurface  Survey  (10%)  7"  -  60" : 

UXO 

Ordnance  Related  Items 
Non-Ordnance  Related  Items 
Total  Contacts 


29 


374 


2241 


2716 


51 


11 


Quality  Assurance  0"  -  6": 
UXO  ( 1  St  Evaluation) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed: 

0 

PASS 


1.27 


UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 

Quality  Assurance  7"  -  60": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 
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0 
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Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Sub3.reEi  p  -ly  Total  Acreage!  _ 32.80 


TERRAIN  DESCRIPTION 


WETLANDS: 


HISTORICAL  SITES: 


ENDANGERED  SPECIES: 


30%  GRASS  AREAS,  70%  WOODED  AREA  AND  A 
VERY  LARGE  LANDFILL 

ONE,  EASTERN  BOUNDARY  IS  ALONG  UTILE 
PATUXENT  RIVER 

ONE,  SHOWN  ON  MAP  B-17-U-4 
(FOUNDATION  RUINS) 

NONE 


LANDFILLS: 


IMPASSABLE  AREAS: 


TWO,  CONSISTING  OF  HUNDREDS  OF 
TRUCK  LOADS  OF  CONSTRUCTION 
DEBRIS. 

ONE, 

(1)  MARSHLAND 
(1)  LANDFILL  AREA 


UNCHARACTERIZED  SITES:  FOUR 

B-17-U-1  ROTTING  CLOTHS  AND  EMPTY  CANS  (2-3  METERS) 
B-17-U-2  TROOP  TRASH,  CANS  AND  CARTONS  (1  METER) 

B-17-U-3  TROOP  TRASH,  BEER  AND  WHISKEY  BOTTLES  (1  METER) 
B-17-U-4  BURIED  VEHICLE  (JUNK)  (2  METERS) 

B-17-U-5  TROOP  TRASH.  CANS.  GARBAGE  BAGS.  etc.  (8  METERS 


Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

PROJECTILE: 

BAZOOKA  2.36: 

23 

SURFACE:  3 

GRENADE: 

1"  -  6"  29 

M-9  RIFLE 

6 

7"  -  24"  2 

MR-2  FRAG 

2 

25"-  60"  0 

M-25 

1 

PYROTECHNICS: 

-- 

M-5  SMOKE  POT 

1 

M-1  SMOKE  POT 

1 

TOTAL  UXO 

34 
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UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


6/03/93 


PAI-ASI  Sector  Detailed  Data  Report 
Identification  /  Location  of  Ordnance 
Fort  George  G.  Meade,  MD 
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ID 

Category  Type 

Fuze  Filler 

Status 

Rmrk 

Trait 

Latitude 

Longitude 

===== 

=== — = 

BSSS 

====  ====== 

==== 

Area:  C 

Sector:  01 

Team:  01 

00848 

Grenade 

other  gren 

Powde  WP 

Blown  in 

R 

l"-6- 

39.086439 

-76.722615 

Total  for  Ordnance  Count: 

1 

Area:  C 

Sector :  02 

Team:  01 

00827 

Grenade 

M7  GRENADE 

Powde  RC 

GVT/EOD 

Surfac 

39.085183 

-76.719514 

00828 

Grenade 

M7  GRENADE 

Powde  RC 

GVT/EOD 

Surfac 

39.085183 

-76.719514 

00829 

Grenade 

M7  GRENADE 

Powde  RC 

GVT/EOD 

Surfac 

39.085183 

-76.719514 

00830 

Grenade 

M8  SMOKE  G 

Powde  SMOKE 

GVT/EOD 

R 

Surfac 

39*085183 

-76.719514 

00831 

Grenade 

M18  GRENAD 

Powde  SMOKE 

GVT/EOD 

Surfac 

39.085183 

-76.719514 

00832 

Grenade 

M18  GRENAD 

Powde  SMOKE 

GVT/EOD 

Surfac 

39.085183 

-76.719514 

00833 

Pyrotec 

GRENAD  SIM 

Powde  OTHER 

GVT/EOD 

R 

Surfac 

39.085183 

-76.719514 

00834 

Pyrotec 

GRENAD  SIM 

Powde  OTHER 

GVT/EOD 

R 

Surfac 

39.085183 

-76.719514 

Total  for  Ordnance  Count: 

8 

Area :  C 

Sector:  05 

Team:  01 

00851 

Project 

Bazooka 

IMINT  HE 

Blown  in 

Surfac 

39.081531 

-76.723301 

00852 

Project 

Bazooka 

IMINT  HE 

Blown  in 

l"-6" 

39.082038 

-76.722829 

00860 

Project 

Bazooka 

HE 

GVT/EOD 

l"-6" 

39.080872 

-76.723215 

Total  for  Ordnance  Count: 

3 

• 

Area :  C 

Sector:  06 

Team:  01 

00837 

Grenade 

Mk2  frag  g 

Powde  HE 

Blown  in 

l"-6” 

39.083703 

-76.718931 

00838 

Project 

3"  Stokes 

PD  HE 

Blown  in 

R 

l"-6" 

39.083174 

-76.718384 

00839 

Grenade 

Mk2  frag  g 

Powde 

Blown  in 

R 

l"-6" 

39.083360 

-76.718574 

00862 

Project 

Bazooka 

IMINT  HE 

Blown  in 

l"-6” 

39.083632 

-76.720354 

Total  for  Ordnance  Count; 

4 

Area:  C 

Sector:  07 

Team:  01 

00840 

Project 

Other  proj 

Blown  in 

R 

l"-6" 

39.083006 

-76.718177 

00841 

Grenade 

M9  rifle  g 

IMINT  HE 

Blown  in 

l"-6" 

39.083479 

-76.717822 

00842 

Project 

4.2”  morta 

PD 

Blown  in 

R 

l"-6" 

39.083610 

-76.717874 

00843 

Project 

37  MM  PROJ 

HE 

GVT/EOD 

R 

l"-6" 

39.081428 

-76.717525 

00844 

Project 

37  MM  PROJ 

HE 

GVT/EOD 

R 

l"-6" 

39.081368 

-76.717573 

00846 

Grenade 

Mk2  frag  g 

Powde  HE 

Blown  in 

l"-6" 

39.082002 

-76.717732 

Total  for  Ordnance  Count: 

6 

Area:  C 

Sector:  09 

Team:  01 

00853 

Project 

Bazooka 

IMINT  HE 

Blown  in 

l"-6" 

39.079724 

-76.724676 

00854 

Project 

3**  Stokes 

HE 

GVT/EOD 

R 

l"-6" 

39.078734 

-76.724146 

00855 

Project 

3"  Stokes 

PD  HE 

Blown  in 

R 

l"-6" 

39.078688 

-76.724104 

00856 

Project 

3"  Stokes 

HE 

GVT/EOD 

R 

l"-6" 

39.078576 

-76.723882 

00857 

Project 

3"  Stokes 

HE 

GVT/EOD 

R 

l"-6" 

39.078465 

-76.724038 

00858 

Project 

3"  Stokes 

HE 

GVT/EOD 

R 

l"-6" 

39.078713 

-76.723924 

00859 

Project 

3"  Stokes 

HE 

GVT/EOD 

R 

l"-6" 

39.078920 

-76.723793 

00861 

Project 

3"  Stokes 

HE 

Blown  in 

R 

l"-6" 

39.078724 

-76.724146 

00863 

Project 

3”  Stokes 

HE 

Blown  in 

R 

l"-6" 

39.079184 

-76.723713 

00865 

Project 

3"  Stokes 

HE 

Blown  in 

R 

l"-6" 

39.078956 

-76.723599 

6/03/93 
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ID 


PAI-ASI  Sector  Detailed  Data  Report 
Identification  /  Location  of  Ordnance 
Fort  George  G.  Meade,  MD 

category  Type  Fuze  Filler  Status  Rmrk  Trait 


Latitude 


Total  for  Ordnance  Count:  10 


Area:  C 
00850  Project 


Sector:  13  Team:  01 
60  mm  roort  PD  HE 


Blown  in  R  l"-6" 


Total  for  Ordnance  Count: 


39.077067 


Area:  C  Sector:  14  Team:  01 
00849  Grenade  Mk2  frag  g  Powde 


Blown  in 


Total  for  Ordnance  Count: 


R  l"-6" 


39.077138 


Longitude 


-76.722747 


-76.719717 


28  May  1993 


Accountability 
ID  No. 

830 

833 

834 

838 

839 

840 

842 

843 

844 

848 

849 

850 

854 

855 

856 

857 

858 

859 
861 
863 
865 


ZONE  C  REMARKS 

Comment 
HC  smoke 

Photoflash  filler 
Photoflash  filler 
MK  IV  fuze 

MK  2  Grenade,  Practice 

Brass  shell  casing  for  105  mm  round 

M8  PD  fuze 

Federal  Flightrite 

AP  with  PD  fuze 

White  phosphorous  grenade. 

MK  2  Grenade,  Practice 
M49  with  M52  PD  fuze 
MK  I 

MK  I  with  MK  IV  fuze 

MK  I 

MK  I 

MK  I 

MK  I 

MK  I 

MK  I.  Mortar  round  was  found  beneath  debris. 

MK  I.  Item  was  located  deeper  than  6”,  but 
recorded  due  to  safety  interests. 
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Note:  N.E.W.  *=  Net  Explosive  Weight;  O.C.  =  Operational  Charge 


SAFEGUARD  SEISMIC  UNIT 
SNi  21?5 


2000DI' 


DATE:  09/25/92  TIME:  12:44:07 
Event:  C50 
“lient:  USATHMA 
Jperationi  DEMO  OPS  • 

SS'J  Location:  C  AREA/R. RANGE 
Distance  to  blast:  500  ' 
Operator:  WINN INGHAM/ IT  CORP^ 
Comments:  O.SLBS/DELAY  .  >  * 

rrigQBP  Level:  0.02 -^'n/ see  •  ; 
lecord  Time:  10  secs'! -  '-i'  *  * 


AREA/R. RANGE 


lecord  Time:  10  secs'! -  ' 

Summai'y 

*- 

’PV  (in/sec)  0.11 

(in  x.OOl)  14.90 

'PA  (9)  O.IO 

•RED  (hr)  10.4  .  : 

RESULTANT  PPV  (in/sec):.; 
»EAK  AIR  PRESSURE:  (db);, 

(psi)  .. 

)VNAMIC  CALIBRATION  CHECK 


-♦3  T 
.0.13 
11.93 

•ro.io 

;10*.8 

r^."i4 

..1129 

■•^00783 


V 

0.05' 
6.38- 
0. 10 
27,7' 


MAf  STABLE  CALTBRATED:  10/21/92 
j  Ge.pScnics  Inc. 

Box  779,  Warrendale,  PA  15095  U.S.A. 
TEL:  412.934.2900  j,  FAX  ‘  412.934 .2999 

Time  Scale:  200  (msec/dlv>r- 
Data  scale  (seismic) :.  0.32  ( in/sec  ) 
Data  scale  (alr>:-,  0.0l8!(bsi) 


Sr.rEGUARD  SEISMIC  UNIT  2Cm;'0DK  ** 
SNi  2066 

DAtl;  0°/25/92  TIMEi  13:22*33 
Evell^:  109 
Client:  USATHMA 
Operation:  DEMO  OPS 
SSU  Location:  C  AREA/R. RANGE 
Distance  to  blast:  500 
Operator:  WINNINGHAM/IT  CORP 
Comments:  0.5LBS/DELAY 
Trigger  Level:  0.02  .io/sec  ^  , 

Record  Time:  10  secs 

Summary  • 

L  T  V 

PFV  (in/sec)  0.46  0.47  0.79 

PP  (in  :;.001)  8.45  39.63  14.45 

FTA  (q)  0.50  ■  0.30  2.00 

FREQ  <h=)  7.8  ;  ^1.7. 3  13.8 

RESULTANT  PPV  (in/sec )  I  <:-vj0.89;  1  ' 

PEAK  AIR  PRESSURE:  (tJb  )  iS  125  ’ ‘  . 

(psi )  -  :O.OOS51 


DYNAMIC  CALIBRATION "check  '  ! ;  ’ 


3HA!  STABLE  CALIBRATED:  11/21/91 
By  GeoSonics  Inc.  '  ' 

Box  779,  Warrendale,  PA;.  15095  U.S.A. 
TEL:  412.934.2900,  FAXi;: 412.934 . 2999 

■  '  r:  • 

Time  Scale:  200  Imsec/dlvl' 

Data  scale  Iselsmic ) t > i;58  (in/sec) 
Data  scale  (air ) 0.009Mpsi  ) 

i  *  ^ 

L  ■  r:-  .V  s,^; 


1_  ^ 


S^PELiUARD  SEISMIC  UNIT  2000D\  ♦♦ 

?N:  2155 

It  13/92  TIME:  12:46:2^ 

K  .  ont!  M31 

:  USATHMA 

(..n-ira  t;  I  on  ;  DEMO  DPS 
SSU  Location;  C  AREA/R. RANGE 
Distance  to  blast:  500 
Operator;  WINNINGHAM/IT  CORP 
Coo.T>entS!  O.bLBS/DELAY 
Trigger  Level;  0.02  in/sec 
lecord  Tjff.e:  10  secs 

Summa  ry  - 

L  T  V 

•■’PV  (in/sec)  0.10  ,  0.17  0.07' 

(in  :;.001)  12.99,  -12.85  8.61- 

(q)  0.10  ■'  0.10  0.10 

;='P.EQ  (hz)  9.6  •  N.8.9  27.7” 

RESULTANT  PPV  (in/sec)i  !  TO. 17 
®EAK  AIR  PRESSURE;  (db >  132 

<PBi)  ;  0.01102 


HALETADLE  CALIBRATED;  10/21/92 
y  f^eoSonics  Inc.  ■  • ' 

r-o;;  779,  Warrendale,  PA'  15095  U.S.A. 
TEL;  412. 934 . 2900 <,r  FA X r  4 1 2 . 93 4 . 2959 

Time  Scale;  200:  (msec/d iv#' 

Data  scale  (seismic  );  0.32’. ( In/sec  ) 
Data  scale  (air^i*  0.p3^T(psi) 


•  «  £<iFEGUARD  SEISMIC  UNIT 
5N:  2066 


20<:»ODK 


->ATE:  10/13/92  TIME:  I3i21i0l 

'  vf?n  t :  1  08  •  • 

'lient:  USATHMA  .  ;  *  •' 

•peration:  DEMO  OPS 
iS'J  Location  I  C  APEA/R.  RANGE- 
■istance  to  blastt  500 
Jperator:  WINNINGHAM/IT  CORP. 


APEA/R. RANGE - 


:omments:  0.5LBS/DELAY 

'rigger  Level 

1  0.02  iCn/eec 

:  *•  W 

*/  ' 

"ecord  Timei 

10  secs  " 

y.;-*"  ‘  r 

. 

Summa  ry 

•i-  ** 

L 

T 

V 

(in/sec) 

0.41 

0.39 

0.34 

l)  (in  s<.001) 

7.62  39.14 

14.17 

PA  (g> 

0.20 

0.20 

0.60 

•REQ  Thz) 

7,5 

,'7;.  1 

31.2 

’ESULTANT  PPV 

(in/ sec )  i  •. 

.0.56  . 

'EAK  AIR  PRESSURE:  (db )  v 

•:a28 

• 

(psi)  ■■■ 

;0,  00696 

i  4  “ 

'VNAMIC  CALIBRATION  CHECK 

'  1 

- 

L 

_ 1 _ 1_ 

T  V 

_j _ 1 _ i_ 

1 

S 

J - K 

-(^.i  eTABLE  CALI-PRATEDs  11/21/91 
/  GeoSonics  Inc. 

779,  Warrendale,  PA  15095 
TEL;  412.934.2900.  FAXfcA12.‘ 


U.S.A. 


FAX t  .412.934,2999 


Time  Scale:  200  (msec/d i.v.).. 

Data  scale  (seismic):  O.'^^  '  ( in/sec  ) 
Data  scale  (airltV  O.OlBMpsi) 


-*  i..'-F£(3UARD  SfllSMIC  UNIT  2000Df,  ♦* 
SNi  2147 

UTF:  10/23/92  TlMEi  10:41 s42 
E  -erit;  050 
Client::  IT  CORP 

Operation:  FORT  MEADE/DEMO  OPS 

fJSU  Locr.tion:  FORT  MEADE/RIFLE  RANGE 

Di-jtsnce  to  blast:  '500 

Operator:  IT  CORP /WINN INGHAM 

Comments:  4.0  LBS/DELAY 

Trigger  Level:  0.02  In/seo! 

Record  Time:  10  secs  •  •  . 


Summary 


L 

.  .  T 

V 

PPV  (in/sec) 

0.16 

.0.04 

0. 10 

PD  (in  x.OOl)  ; 

8.30 

'2.27 

9.58- 

PPA  (g) 

0.30 

iO^lO 

0.50 

FREQ  (he)  •  -r 

2Q.e 

igo.e 

83 .3' 

RESULTANT  PPV  (in/seclt 

■jO.  16 

m 

PEAK  AIR  PRESSURE: 

^^b> 

^142 

.  Is; : 

0; 03683 

m 

DYNAMIC  CALIBRATION.'CHECK 


L  •  t  '  .  V  ^  S 


-jHAtETAELE  CALIBRATED:  11/01/91 
By  GeoSonics  Inc.  •  ‘ 

E<o;:  779,  Warrendale,  PA  15095  U.S.A. 
TEL;  412.934.2900.;;..  934 . 29^9 

Time  Scale:  200  ’  ( msec /diil) : 

Data  scale  (seismic ):•  0.'32  (in/sec) 
Data  scale  (air):'  0.03A'(psi) 


SAFEGUARD  SEISMIC  UNIT  2000DK  ** 
5Nt  2084 

L-ATL:  10/73/92  TIMEi  10:42:25 
tivent:  042 


Client:  IT  CORP 

Operation:  BLAST  EFFECTS  W/DEMO  OPS 
SSL!  Location:  FORT  MEADE/RIFLE  RANGE 
Distance  to  blast:  500  • 

Jperaton  IT  CORP/WINNIN6HAM  ' 
uommonts:  4.0  LBS/DELAY 
Trigger  Level:  0.02  in/sec 
Record  Time:  5  secs 


Summary 


’Py  (in/sec)  0.14 

"•D  (in  ::.001)  8.95 

’PA  (g)  0.20 

-REO  (hr)  29.4 


RESULTANT  PPV  (in/sec): 
’EAf  AIR  PRESSURE:  (db) 

(psi ) 


T 

0.07 
8.08 
0.05 
25.0 
'  0.1& 
142 

0.03712 


0.1 

6.06 

0.20, 

5.1 


JVNAMIC  CALIBRATION'C^ECK 

L  T  ^  V  S 


HAKETABLE  CALIBRATED:  10/21/91 
y  GeoSonics  Inc.  - 

Box  779,  Warrendale,  PA  15095  U.S.A. 
TtL:  4 12. 934. 2900..; ■  FAX i;. 41 2. 934. 2999' 

Time  ScalQi*  100  Ymsec/dlvy’^ 

Data  scale  .(seismic)  j  ( in/sec)  ' 

Data  scale  »T<(0.0^6;^pBi  1  -  ■  *. 


>CM 


ff'r* 


« 


SAFEGUARD 


SEISMIC  UNIT 
SN:  2147 
TIME;  I0i22:36 


2000D('  ♦*  L 


TO 


■'ATE:  10/06/92 
Event;  028 
Client!  IT  CORP 
Doeration;  FORT  MEADE/DEMC(.jRANGE/DEM 
SU  Location;  DEMO  RANGE 
i stance  to  blast:  :;500*’F; 

Ipsratorj  IT  CORP /WINN INGHAM 
Comments  I  lOLBS  EA/ODELAVi/SOLBS 
Trigger  Level;'  0.02vln/sec  -i' 

Iccord  Time;  5  secs"?'?  .  ’ 

■  Summary. 

L'* 

O'^40' 

6.S9 

• 

33vS> 

(in/sec>.i 


’PV  ( in/sec  I'v 
’D  (in  x.OOll 
PA  <g) 

•REQ  (he). 
lESULTANT  PPV 


-i- 


f4,-13 


^EAK  AIR  PRESSURE:  (db) 
lYNAMIC  CALIBRATION-CHECKi- 


2.10 
33.3  ; 
>0.71 
,'142 
iO*.  03683 


V“ 

0.68.. 
6.74} 
5.25“ 
55. 5* 


:  V  ■ 

I .  * 


--4 


■lAt  ETAELF.  CALIBRATED:  11/01/91 
R&oEonics  Inc. 

Bo:;  779,  WarrendalB,  PA  15095  U.S.A.- 

TEL;  412.934.2900  ,;  FAX i.  412 .934 . 2'^9. 


*•  me  r 


*  S<>r*E'5UARD 


Sf  I Sri I C  UNIT  2000Df 
BN;  2147 
TIME;  10;58:10 


*» 


IV,Tr. ;  10/'r)6/92 
r  vef't  ;  029 
21  lent  s  IT  CORP 

iperationi  FORT  MEADE/DEMO  RANGE/DEM 
31J  Location;  DEMO  RANGE 
istance  to  blast:  500 
jperator;  IT  CORP/WINNINGHAM 
Comments;  lOLBS  EA/DDELAY/BOLBS  TO 
Trigger  Level:  0.02  in/sec*. 

Record  Time:  5  secs  •'  , 

Summary 


’PV  (in/sBc) 
<in  x.OOl) 
^PA  (g) 

-REO  (hr)- 
RESULTANT  ,PPV 


^EAK  AIR 


L 

0.43 
12. 12 
0.80 
11^1 

(In/sed)  I 


PRESSURE:  '(db): 

<b«i) 


T 

0.32 

6.70 

0.’40 

35.7 

*';0;87 

142 

0.03683 


V 

0.78 
21.48 
1 .05 
71.4 


DYNAMIC  CALIBRATION  CHELK 


ETAOLE  CALIBRATED:  11/01/91 
<y  GeoSonics  Inc.  - 

PoK  779,  Warrendale,  PA  15095  U.S.A.. 

TEL  :  412 . 934  ,2900  .  934.2999 

Time  Scalei  100  f*(fflsec/div)2' 

Data  scale  (seismic)  '1  .‘28  (In/sec) 
Data  scale  (air)  ;  •  0.036- <psi  ) 


T.Q 


••  SAFEGUARD  SEISMIC  UNIT  2000DK 
SNi  2147 

JATF:  10/06/92  TIMEi  11:46:17 
Event:  031  . 

Client:  IT  CORP  " 

Dperation:  FORT  MEADE/DEMO  RANGE/DEM 
SIJ  Location:  DEMO  RANGE 
istance  to  blast:  500 

□pens  tor:  IT  CORP /WINN  INGHAM _ 

Comments:  lOLBS  EA/DDELAY/80LBS  TO 
Trigger  Level:  0.02  lo/sec  ■ 
tecord  Time:  5  secs  ' 

Summa  ry 

L  .  .  - 

’PV  (in/sec)  0.57  .2*5f  . 

'D  (in  :;.00l)  8.98  7,. 81  1 

'FA  (g)  0.65  ‘24^2 

■REQ  (hz)  13.8,  »2?*8 

(ESULTANT  PPV  (in/sec>:  S'*?® 


’PV  (in/sec) 
'D  (in  :;.00l) 
'FA  (g) 

•REQ  (hz) 
(ESULTANT  PPV 


•EAK  AIR  PRESSURE:  (db) 

.  Cpsi  > 

■  ;r  r ; 

DYNAMIC  CALIBRATION  CHECK 


■  T 
o'.  54 
7,. 81 
•0.40 
,23.8 
1l'.35 
^42 

0.i0368: 


V 

1.27 

11.36 

1.75 

55.5 


.HAKETABLE  CAL-IBRATED:  11/01/91 
•y  GeoSonics  Inc.  ■■■’'  ~  . .  - 

Box  779,  WarrendalB,  PA  15095  U.S.A 
TEL:  412.934.2^00::  ;.  FAJ(T,Jliy 2 . 934 . 299 

Time  Scal'ei' l66jH«isec/dl{i{TC'  ' 

Data  stale  (ielsmTOf  l??^?  < in/sec >  • 
Data  scale  (air)V1’^0.03e^(psi  > 


f 


O  Ul 


**  S^-EGUARD  SEISMIC  UNIT  20'XiDt  ♦♦ 
3Ni  2147 

DATE:  10/06/92  TIME:  12:36:58 
Event:  033 
Client:  IT  CORP 

Operation:  FORT  MEADE/DEMO  RANGE/DEM 
SU  Location:  DEMO  RANGE 
istance  to  blast:  500 
Jperator:  IT  CORP /WINN INGHAM 
Comments:  lOLBS  EA/DDELAY/80LBS  TO 
Trigger  Level:  0.02  in/sec- 
lecord  Timet  5**ecs;'  i 

Summa  ry  . 

‘  L  .  T  ■  V 

(in/sec)  0.46  'O.ST  1.13 

•D  (in  x.OOl)  7.67  5.19  15.30 

■PA  (g)  .  0.90  0.40  1.05 

■PEQ  (h2)  .  12.5  ;26.3  55.5 

lESULTANT  PPV  (in/sec>:.  1.15 

’EAK  AIR  PRESSURE:  <db)  ^142 

(psi)  •  0.03683  •  -■  .  - 

\  ‘  ’  .  *  ■  "a 

DYNAMIC  CALIBRATION  CHECK 

L  T  V  S 


.  Cr^oSonics  Inc. 

Po;:  779,  Warrendale,  PA  15095  U.S.A. 
TEL:  412.934.2900  ,  FAX:  412.934.2999 


Time  Scale:  100  (msec/dlv^" 

Data  scale  (seismic ) t * l>28^ ( i n/sec ) 
Data  scale  (air) :’  0.036  ^(psi  ) 

L  .  T  V  Si  .* 

_ I _ I _ 1_I _ : _ ■  -I _ ^ _ L_ - y 


L 


S'^-EGUARD  5ET5MIC  UNIT  2000DK 
EN:  2147 

;>ATE!  1^/06/92  TIME!  13:18:39 
E.^nt:  03G' 

Zhonti  IT  CORP 

Jp<?’r<i  t  i  on :  FORT  MEADE/DEMO  RANGE/DEM 
3oU  Location:  DEMO  RANGE  , 

Distance  to  blast:  500  ' 

Dperator:  IT  CORP/WINNINGHAM 
Comments:  lOLBS  EA/DDELAY/80LBS  TO 
Trigger  Level:  0.02  in/sec 
Record  Time:  5  secs  ;  ^ 

Summary  •  * 

L  -  ;  T 

'’PV  <in/3ec>  0.53  *  Or.38 

’D  (in  K.OOl)  9*38.  *5.46  1 

^PA  (g)  0.80  0.45 

•REQ  (hr).'  •’  12.1  •  :2S,0  ! 


-’PV  <in/3ec)  0.53 

’D  (in  x.OOl )  9.38 

^PA  (o)  .  0.80 

•REQ  (hr).  '  •  ’  12.1  • 

^ESULTANTPPV  (In/sec)! 
'^EAK  AIR  PRESSURE:  (db) 

JYNAMIC  CALIBRATIONtcHECK; 


.  .  T 

0^.38 

5.46 

0.45 

'ja»,o 
a. 29 
.-1142 
‘  a'^3683 


V- 
1 .27 
13.09- 
1.65. 
50.0 


.  .  ■  ri 


iHAt STAPLE  CALIBRATED:  11/01/91 
GeoSonics  Inc. 

Box  779,  Warrendal®!  PA  15095  U.S.A. 
TELi  412.934.2900‘-i  FAX  I  ‘412.934^2999 


Time  Sea 
Data  sea 
Data  sea 


n/sec  y- 


c 


»♦  SArEGUARD  SEISMIC  UNIT  2000DK 
SNt  2147 

PATE;  1<> '22/92  TIMEi  U:0B;57 
event;  037 
Client;  IT  CORP 

P-eration;  FORT  MEADE/DEMO  RANGE/DEM 

f7?Li  Location;  DEMO  RANGE 

Pittance  to  blast;  500 

Operator;  IT  CORP /W I NN I NGHAM 

Comnents;  10  LBS/X  8/DELAY 

Trigger  Level;  0.02  In/sec 

Record  Time;  10  secs 

Summa  ry 

L  T 

PPV  (in/sec)  0.67  0.24  > 

PD  (in  :.,001)  11.15  2.99  1 

FRA  (g)  2.80  1.30 

FREQ  (hz)  35.7  83.3 

F'ES'JLTANT  PPV  (in/sec)  i 

PEA):  AIR  PRESSURE:  <db> 

(psi  > 


T 

0.24 

2.99 

1.30 

83.3 

.0.78 

142 

0.03712 


V 

0.45" 
12.07- 
1 .40 
27.7* 


DtNAMIC  CALIBRATION  CHECK 


"HAI-ETABLE  CALIBRATED:  11/01/91 
By  GeoSonics  Inc. 

Box  779,  Warrendale,  PA  15095  U.S.A 
TEL:  412.934.2900  i  FAX;  412.934.299 


»  •  ••  .  -  •  .  "  f  . 

Scale:  200  <msec/div) 
scale  (seismic ) i  '1.28 


scale  (a i r) I  t  0.036'  <psi ) 


( in/sec ) 


SAFEGUARD  SEISMIC  UNIT  2000DK 
SNs  2084 

DATE:  10/22/92  TIME:  11:09|40 
Event:  031 

Cl  lent:  IT  CORP  '  * 

Dperationi  BLAST  EFFECTS  W/DEMO  OPS 
SSU  Location:  FORT  MEADE/DEMO,  RANGE 
Distance  to  blast: -)>'S 00  ^ 

Operator:  IT  CORP/WINNINGHAH 
Comments:  10  LBS/X  8/DELAY_' 

Trigger  Level:  0.02 "in/sec  .  = 

Record  Time:  9  secsUll 

Summary 
.  L  ■  ■  -  T 

PPV  (in/sec)  ' 0.:48  0;.12  ' 

PD  (in  K.OOl)  11»^0  3.-29,  ■ 

PPA  (g)  •  O.'i^O  .  0«19  .' 

Erncrn  /w- i  ..v '  •  i  * 

10.4? 

‘Ti42  ‘ 
0T036B3 


PPV  (in/sec)  0.[48 

PD  (in  K.OOl)  11. ^90 
PPA  (g)  -  •  oTfO-  < 

FREQ  (hr)  i'  :  ,  &2i9:  •  ^ 

RESULTANT  PPV '  <in/se<i’)  i  ’ 
PEAK  AIR  PRESSURE: ‘<db)  ,  ‘J 
i  •  ‘  :(p»r/  K‘  ( 

tf  •  *;  •i*’'  • 

DYNAMIC  CALIBRATION: dHECK' '! 


V 

0.17 

6.34 

0.30 

129.0 


bHAI  ETABLE  CAflBRATED:  10/21/91 
■f/  PeoSonlcs  Inc. 

fco;;  779,  Warrendale,  PA  15095  U.S.A. 
TEL:  4 12. 934. 2900 i:  FAX:  v41 2. 934. 2299 


Time  Scale: 
Data  scale 
Data  scale 


1 00’  *  (msBC^/d  1 V 
(seismic)  ^'0 . 6^  ( i 
(air,)r^;  O.-qSaijpsi 


n/sec ) 
} 


rr.  c 


»»  ri(.vli'iJARD  SEISMIC  UNIT  C'XiODf'  ♦♦ 
f>N:  2147 

■,.rE:  J«;/::2/92  TIME:  11:10:04 
-  vprit  :  038 
'jionts  IT  CORP 

3per3tion;  KQRT  MERDE/DEMO  RANGE/DEM 
SU  Location!  DEMO  RANGE 
‘Stance  to  blast:  500 
iDerator:  IT  CORP/WINNINGHAM 
'OTiinent  s :  10  LBS/X  8/DELAY 

Triggpr  Level:  0.03  in/sec 
l-»rprd  Time:  10  secs 

Summary 

L  T  .  V 

’PV  (in/sec)  0.48 

>D  (in  x.OOl)  9.49  2.7^ 

•PA  (q)  1.80  2.80  1.70 

•REO  (h:)  41.6  -83.3  ,  27.7 

(ESULTAMT  PPV  (in/sec)  i  '*0.70, 

"cAK  AIR  PRESSURE:  <db)  142 

(pel)  :  ■  0.03683 

^ 

lYNAMIC  CALIBRATION  CHECK  ‘v  •w 


-At  STABLE  CALTBRATED:  11/01/91 

r^eoSonics  Inc.  ^  ^ 

ho)’  779,  Warrendale,  PA  15095  U.S.A, 
TEL :  4 12 . 934 . 29p<>ti*-.FAX  li..412 . 934 . 2999 
‘  ••  '  '  ■' 
Time  Scale:  200 ' i(m«eii/dlV>!..  , 

Data  sea le  .  (seism ( i n/sec ) 
Data  scale  (air)  Iv,;^0.p36  ‘'»ipsi  ^ 


i 


'.r.F-oUAKD  SLISMIC  UNIT  2000Dt 
SN ;  2084 

nATt::  10/22/92  TIME>  11:10:47 
Event ;  032 

oier^tioil  BLAST  EFFECTS  W^DEMO  OPS 
5SU  Location;  FORT  MEADE/DEMO  RANGE 
Distance  to  blast:  500 
Ooerator:  IT  CORP /WINN INGHAM 
Comments:  10  LBS/X  8/DELAY. 

TriQQer  Level*  O.o2  in/sec 
Record  Time:  5  secs 

Summary 

PPV  (in/sec)  0.28  ;  9*21 

PD  <in  K.OOl)  11.04  ■  4.34 

rPA  (g)  ■  .  0-30  2;^9 

FREQ  (hz)  71.4  .,71.4 

RESULTANT  PPV  (in/sec); 

PEAK  AIR  PRESSURE;  (db)  ■  ,  . 

(psi)  0.03712 


DYNAMIC  CALIBRATION  CHECK 


T  V  S 


Ft^A^.ETABL£  CALIBRATED;  10/21/91 
Fv  fieoSonics  Inc. 

Bo;:  779,  Warrendale,  PA  15095  U. 
TEL;  412.934.2900'  FAX:r;412.934. 

•  I 

Time  Scale;  lOq  (msec/dlvl 
Data  scale  (seismic):  0.32  (in/ sec) 
Data  scale  (air):  0.036’ (psi ) 


tflcir 


SUBAREA  C-1 

ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  Cs  16  SUBAREAS 


Ft.  George  G.  Meade,  Md  UXO  Surv'ey 
IT  Project  #  529496 


Active  Landfill 


Zone  C  Subarea  _ ! _ 

Start  Date:  9/29/92  Completion  Date: _ 10/30/92. 


Surface  Survey  0"  -  6": 


UXO  Surface  0" 


UXO  Surface  1"  -  6" 


Ordnance  Related  Items 


Total  Acreage  Surveyed:  1 1 


0 


189 


Metallic  Contacts  Remaining  Below  6" 


Non-Ordnance  Items 


32 


1325 


Total  Contacts 


1547 


Quality  Assurance  0"  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  1.07 

0 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI-ASI 

GPS  Mapping  &  UXO  Data  Collection 

Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  Total  Acreage:  _ - 


TERRAIN  DESCRIPTION  50%  HEAVY  WOODS,  50%  OPEN  AREA 


WETLANDS; 

ONE 

HISTORICAL  SITES; 

NONE 

ENDANGERED  SPECIES; 

NONE 

LANDFILLS; 

NONE 

IMPASSABLE  AREAS; 

ONE 

UNCHARACTERIZED  SITES; 

ONE 

SMALL  ARMS  SHELL  CASINGS  AND  RELATED  DEBRIS 


Type 


Summary  r  f  UXO  Discoveries 


Quantity 

Depth  Located 

GRENADE 


SURFACE;  0 
1"  -  6":  1 


76°  43'  23"W 
39°  05'  1 1"N 


MAP  #2.  HIGH  CONCENTRATIONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


UXB  INTEIlMATIONAX,lNC.  CHANTnXY.VA  22021 
14^  CoiifexeiK3&  Cooict  Drive»  Sidle  100 
(703)  «03.U9(H 


UXO  Saxv«y  &  GPS  MapwR  Ptoducdoas 
Ft.  Meftde»MD  (Active  LeodfiU) 
frcoithe 

ENVIRONMENT  &l  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CARLBY  LANE,  ALEXANDRIA.  VA  22309 
(703)  799-7231  (703)  968-3549 


DATE: 


JUI4E1993 


COMPILED  BY:  Gil.  TURLEY 


Subarea  Boiindary  — — ^ 

Quality  Assurance  Lanes 
UXO  Surface  # 

UXO  Subsurface  T'-  6"  X 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of  ^ 

Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  I"  =  135  FEET 


REVTEX^'ED:  () /l/f 

CHECKED;  ^  YCr^  APPROVED:  Q . 

PROJECT  MANAGER 

J.  PASTOR3CK 

US  ARMY 

ENVIRONMENTAL  CENTER 


IT 


FIGURE  C-l-2 

ZONEC  SUBAREA  C-1  MAP  2 
HIGH  CONCENTRAnONS  OF  METALUC 
CONTACTS  BELOW  6  INCHES 


PrcfMrcdFoc: 


FORT  GEORGE  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 

Zone:  C _  Subarea:  C-1 _ 


This  page  replaces  Figure 


C-1-3 


There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


MAP  #4.  UXCHARACTERIZED  SITES  aiid 
SPEC  IAL  AREAS 


L^XB  rNTERNATlONAl,  INC.  CHANTJU-V,  VA  22021 
14^00  Coofdrcoce  Cealcr  Driv^  Suite  100 
(703^  »03-*9W 


VXO  Suivw  &.  GPS  MappLOAprcductiooe 
Ft.  Meack,  MD  (  Wdvt:  Ltndfill) 
frooj  the 

ENVIRONMENT  6c  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

VM  .\D\\KSCU)  STUDIES,  INC. 

4502  CARLBV  LANE,  ALEX^ANDRIA,  VA  22309 
(703)  799-7231  (703)  9<i8- 3S49 


DATE;  RNE  1993 


COMPILED  BY:  O.H,  TURLEY 


Subart-a  Boiindarv* 

Qualitv*  Assurance  Lanes 

UXO  Surface 

irXO  Subsurface  i  "-  6" 

High  Concentration  Areas  of  Ortdnance 
Related  Items  Recovered 

High  Concentration  \nth  Count  of 
Unidentified  Contacts  Deeper  than  6” 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  ,Areas 

Landfills 

Impassable  .\reas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  135  FEET 


REYTEWED: 


PRCOECT  MANAGER:  J.  PASTORJCX 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


FIGURE  C-1-4 

ZONEC  SUBAREA  C-1  MAP  4 
I  NCHARACl'ERIZED  SITES  and  SPECIAL  AREAS 
(E.N  VIRONMENT.AL,  ENDANGERED  SPECIES 
HABITAT.  WETLANDS,  HISTORICAL  SITES) 

lYcptfedFor: 

FORT  OEOROE  O.  MIADE»  MD 
UXO  SURVEY'  OPERA'nON 
PROJECT  No,  529496 
JUNE  1993 


SUBAR] 
ZONE  C  (ACTIV 
FORT  GEORGE  G.  Ml 


Ft.  George  G.  Meade.  Md  UXO  Survey 
IT  Project  #  529496 


Active  Landfill 

Zone  C  Subarea  ^ 

Start  Date:  9/21/92  Completion  Date:  10/30/92 


Surface  Survey  0"  -  6": 

Total  Acreage  Surveved:  22.43 

UXO  Surface  0" 

8 

UXO  Surface  1"  -  6" 

0 

Ordnance  Related  Items 

16 

Metallic  Contacts  Remaining  Below  6" 

43 

Non-Ordnance  Items 

916 

Total  Contacts 

983 

Quality  Assurance  O'*  -  6": 
UXO  (1st  Evaluation) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed:  3.02 
_0 _ 

PASS 


UXO  (2nd  Evaluation  if  Required) 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI-ASI 

GPS  Mapping  &  UXO  Data  Collection 

Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 


Subarea:  C-2 


Total  Acreage:  24.53 


TERRAIN  DESCRIPTION 
WETLANDS: 
HISTORICAL  SITES: 
ENDANGERED  SPECIES: 
LANDFILLS: 
IMPASSABLE  AREAS: 
UNCHARACTERIZED  SITES: 


75%  WOODS,  25%  OPEN  AREA 
ONE 
NONE 
NONE 

ONE,  OLD  LANDFILL  AREA 
ONE 
THREE 


C-2-U-1  Area  was  covered  with  cinders,  and  appears  to  have  been 
used  as  a  vehicle  loading/unloading  area.  Surface  area 
appears  saturated  with  nails,  strips  of  banding  materials. 

C-2-U-2  Mound  with  wire  fencing  and  other  metal  objects. 

Radius  of  3  meters. 

C-2-U-3  Area  contaminated  with  bottles,  cans,  empty  rifle  grenade 
cases,  Mk-2  firing  devices,  banding  materials  and  other 
pieces  of  metal. 


Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

GRENADE: 

M-8  SMOKE 

1 

SURFACE:  8 

M-7  RC 

3 

1"  -  6"  0 

M-18  SMOKE 

2 

PYROTEC,SIM.  M-llf 

,  2 

TOTAL  UXOs 


8 


76’  43'21"W 
39’  05'  11"N 


76  43'  06  ' W 
39  05'  Ol  'N 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 


i>rrEimATioNAi,iNC,  chantuxy.va  22021 

14900  Coafereooc  Cester  Dn'/«,  Smte  tOO 
(70?)  «0-m904 


VXO  Survey'  JL*  GPS  MappicvA  Productioos 
R  Meade,  MD  (Actl'flfc  Ltuadiiin 


ENVIRONMENT  S AFET\^  SYSTEM  (ESS) 


PAl-ASI 

PAI  advanced  m^DIES.  INC. 

4502  C.ARLBV  LAKE.  ALEXANDRIA,  VA  2230& 
r70?)  795^7231  (703)969-3549 


DATE:  JUKE  1993 


COMPILED  BY:  Gil,  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lancs 
L^O  Surface 
UXO  Subsurface  1"-  6" 

High  Concentration  Are^  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

L^nc^iaracterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


#  H  I 


SCALE  1"  =  120  FEET 


CHECKED: 


PROJECT  MAN  A  GER:  J.  PASTORI CK 


US  Al(MY 

ENVIRONMENTAL  CENTER 


Q3 


FIGURE  C-2  4 

ZONEC  SUBAREA  C-2  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Preporisd  For: 

FORT  GEORGE  G.  MEADE,  I.tD 
UXO. SURVEY’  OPERATION 
PROJECT  No.  529496 
JUN-E  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ C 


Subarea:  C-2 


This  page  replaces  Figure 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


C-2-2 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ C 


Subarea:  C-2 


This  page  replaces  Figure 
There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


C-2-3 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOLfNDARIES 


UXB  INTERNATIONAI,  INC.  C3IANTILLY.  VA  22021 
14800  Coofereccc  Cento  Suite  100 
(703)803-8904 


TJXO  Survey  &  GPS  MapfMOf;  Ptoduclioas 
Pt,Me«Jc,MD  (Active LandHU) 

^otathe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAJ  ADVA>iCED  STUDIES,  INC. 

4502  CARLBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  9<»- 3549 


DATE:  JUNE  1993 


COMPILED  BY:  GJl.-nniLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6” 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 
Uncharacterized  Sites  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
LandfiUs 

hr^jassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  120  FEET 


PROJECT  MANAGER:  L  PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


16°  43'  06"W 
39'’  05'01"N 


nGUREC-2-1 

ZONEC  SUBAREA C-2  MAPI 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

Pr«pM«aEor:  I 

FORT  GEORGE  a  MEADE,  MD 
UXO  SURVEY  OPERATJON 
PROJECT  No.  529496 
JUNE  1993 


SUBAREA  C-3 

ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  Cs  16  SUBAREAS 


Start  Date:  9/22/92 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 

Active  Landfill 

Zone  C  Subarea  -J. — 
72/92  Completion  Date: 


10/2/92 


Surface  Survey  0"  -  6": 


Total  Acreage  Surveyed:  — ^^•4- 


UXO  Surface  0" 


UXO  Surface  1"  -  6" 


Ordnance  Related  Items 


Metallic  Contacts  Remaining  Below  6" 


Non-Ordnance  Items 


Total  Contacts 


211 


223 


Quality  Assurance  0”  -  6": 


Total  Acreage  Surveyed: _ 3,24. 


UXO  (1st  Evaluation) 


Q/A  Pass  or  Fail 


UXO  (2nd  Evaluation  if  Required) 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection _ 

Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Stiharea:  C-3  Total  Acreage:  25.94 - 


TERRAIN  DESCRIPTION 


WETLANDS: 


HISTORICAL  SITES: 


ENDANGERED  SPECIES: 


LANDFILLS: 


70%  OPEN  AREA  (OLD  LANDFILL) 
ONE,  VERY  SMALL  AREA 


NONE 


NONE 


TWO, 


ONE  OLD  LANDFILL  AREA 
ONE  ACTIVE  LANDFILL 


IMPASSABLE  AREAS: 


UNCHARACTERIZED  SITES: 


THREE 


TWO 


C-3-U-1  Area  was  covered  with  cinders,  similar  to  C-2-U-1 
and  joins  the  C-2  map. 

C-3-U-2  Vial  with  unknown  contents  with  syringe  top. 


Type 


Summary  of  UXO  Discoveries 


Quantity 


Depth  Located 


NO  UXbs  WERE  LOCATED  IN  THIS  SUBAREA. 


76®  43'  06"W 
39®  05'  10"N 


/ 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNAnONAI,INC.  CHAIITIIiY.  VA  22<El 
14900  Coofereflce  Ceakr  Driv^  Suite  LOO 
(703)  90  8904 


UXO  Smvcy  &  OPS  Mappioj^  Produciiofis 
PtMeade^MD  (Active  LMrffiU) 
froratbe 

EWIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC 
4502  CARLBY  UiSE,  ALEXANDRIA,  VA  22309 
(703)  799- 723  L  (703)9(^8.3540 


DATE;  JUNE  1993 


COMPILED  BY:  GJH,  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  V-  6'" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  120  FEET 


REVIEWED: 


PROJECT  MANAGER:  J.  PASTORICK 


us  ARMY 

EN\'IRONMENTAL  CENTER 


EQ 


nGUREC-3-l 

ZONEC  SUBAREA  C-3  MAP  1 
UXO  LOCATIONS,  QUALm^  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

PtefMied  For: 

FORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  $’^9496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD;  IT  Project  Number  529496 


Zone;  C _  Subarea:  C-3 


This  page  replaces  Figure 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


C-3-2 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ C 


Subarea:  C-3 


This  page  replaces  Figure 
There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area 


C-3-3 


76“  43'  06"W 
39“  05'  10"N 


A 

MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECIAL  AREAS 

N 

1 

UXB  rNTERNAnOKAUlNC  CHANTUXY.VA  22021 

14^(X)  Confiraaco  Cealar  Drivt^  Suito  100 
(703)  $03-«904 

UXO  Survey  &  GPS  Mtppin^  Productions 

PLMe«i<^MD  (ActivoL4Ztdfill) 

6ocatbe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 

PAI-ASI 

PAl  ADVANCED  STUDIES,  INC 
4502  CAW-BY  LAKE,  ALEX^ANDRIA,  VA  22309 
(703)  799-7231  (703)  3549 


DATE;  JUNE  1993 


COMPILED  BY:  GJI.TURLFi' 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  L'-  6” 

High  Concentxation  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 
Wetlands  -3 

Historical  Sites  #  H  1 

Endangered  Species  .Areas 
Landfills 


U1 


Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  120  FEET 


REVIE^BD;  ^ /j'}  CHECKED;  ^ /(I-  .APPROVED:  y} 

PROJECT  MANAGER:  I.PASTORJCK 


US  ARMY 

EN\'IRONMENTAL  CENTER 


IT 


HGURE  C-3-4 
ZONEC  SUBAREA  C-3  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 


76"'  42'  50"W 
39°  05' 01  "N 


(ENVIRON^^ENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Pi^p«e4  Far: 


FORT  GEORGE  Q.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


SUBAREA  C-4 
ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  Cs  16  SUBAREAS 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


Active  Landfill 

Zone  C  Subarea  — - — 

Start  Date:  10/1/92  Completion  Date:  — 10/2/92- 


Surface  Survey  0"  -  6”: 

UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6" 
Non-Ordnance  Items 
Total  Contacts 


Total  Acreage  Surveyed: 

_0 _ 

0 


0 


0 


190 


190 


Quality  Assurance  0"  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  2.16 

0 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 
Subarea:  r  4  Total  Acreage:  9.i  QS _ 


TERRAIN  DESCRIPTION 


WETLANDS: 


HISTORICAL  SITES: 


ENDANGERED  SPECIES: 


LANDFILLS: 


IMPASSABLE  AREAS: 


UNCHARACTERIZED  SITES: 


10%  WOODS,  80%  OLD  LANDFILL 
10%  ACTIVE  SANITARY  LANDFILL 

NONE 

NONE 

NONE 

TWO, 

ONE  OLD  INACTIVE  LANDFILL 
ONE  ACTIVE  LANDFILL 

ONE,  HEAVY  DEBRIS 

NONE 


Summary  of  UXO  Discoveries 


Type  Quantity  Depth  Located 


NO  ukOs  WERE  LOCATED  IN  THIS  SUBAREA, 


76“  42'  50"W 
39“  05'  09"N 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


76°  42'  36"W 
39°05'01"N 


UXB  lNTERNAT10N.M,mc.  CHANTniY.VA  22021 
14900  Coafcteocc  Ccfikf  Drive,  Sedto  100 
(703)  *03-99(H 


UXO  Survey  Sl  GPS  MApipia^i  Prodofcticos 
Ft  M«adev  \£D  (Active  LjAdfiU) 

6c«ail»e 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 


PAI-ASI 

PAJ  ADVANCED  STUDIES,  INC. 

4502  CARIBY  LANE,  ALEXANDRIA.  VA  22309 
(703)  79^7231  (703)969-3549 


DATE:  JUNE  1993 


COMPILED  BY:  OJi.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"- 


High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 


High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 


Landfills 

Impassable  Areas 

— 

Debris 

Vegetation 

Standing  Water 

SCALE  1"  «  120  FEET 


REVIEWED: 


PROJECT  MANAGER;  IPASTCMCK 


US  ARMY 

ENVIRONMENTAL  CENTER 


EE 


FIGURE  C-4-1 

ZONE  C  SUBAREA  C-4  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LAN 
IMPASSABLE  AREAS,  LANDFEJLS 


^  Pirqp*red  For: 


FORT  OEOROE  O.  MEADE.  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C _  Subarea:  C-4 


This  page  replaces  Figure 


C-4-2 


There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAl-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


1 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C _  Subarea:  C-4 


This  page  replaces  Figure 


c-4-4 


There  are  no  Uncharacterized  Sites.  Wetlands,  Historical  Sites,  and  Endangered  Species  areas 
located  in  this  survey  area. 


j 


f 


SUBAREA  C-5 
ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  Cs  16  SUBAREAS 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


Active  Landfill 

Zone  C  Subarea 


Start  Date:  10/14/92  Completion  Date: _ 10/27/9.2 


Surface  Survey  0”  -  6" :  T otal  Acreage  Surveyed:  — 


UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 

Metallic  Contacts  Remaining  Below  6" 

Non-Ordnance  Items 

Total  Contacts 


1 _ 

2 _ 

n _ 

43 _ 

1286 

1344 


Quality  Assurance  0”  -  6": 

UXO  ( 1  St  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  1.16 

0 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 


GPS  Mapping  &  UXO  Data  Collection _ 

Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  _Ci_  Total  Acreage:  _ 1L26 - 


terrain  DESCRIPTION 

30%  WOODS,  70%  OPEN  AREA 

WETLANDS: 

ONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

ONE,  (WETLAND  AREA) 

UNCHARACTERIZED  SITES: 

NONE 

Summary 
Type  I 


PROJECTILE: 

BAZOOKA  RKT 


of  UXO  Discoveries _ 

Quantity  Depth  Located 

3  SURFACE:  1 

1"  -  6  "  2 


TOTAL  UXOs 


3 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERMATIONAI,  INC.  CHANTUIY,  VA  22021 
148G0  Cofifcf  tace  Ceatcr  Drive^  Suite  1(X) 

(703)  803-S904 


UXO  Survey  &  GPS  MappUx  Prodndioos 
Ft  Meade,  MD  (AcUveLjcDdfiU) 

^omlbe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PA3  ADVANCED  STUDIES,  INC. 

4502  CARLBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)  9d»-3549 


COMHIEDBY:  GJI.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
LrXO  Surface 
LTXO  Subsurface  1"'-  6'' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6"' 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Inndfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  «  140  FEET 


FROJECT  MANAGER;  J.PASTORJCK 


US  ARMY 

ENVIRONMENTAL  CENTER 


Fra 


FIGURE  C-5-1 

ZONE  C  SLrBAREA  C-5  MAP  1 
UXO  LOCATIONS,  QUAUTY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

Prepued  For:  . 

FORT  GEORGE  G.  MEADE.  MD 
UXO  SURVEY  OPERATION 
PROJECT  Now  529496 
afNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C _  Subarea:  JCrS. 


This  page  replaces  Figure 


C-5-2 


There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 

Zone:  C _  Subarea:  C-5 _ 


This  page  replaces  Figure 


C-5-3 


There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


MAP  i>4.  UNCHARACTERIZED  SITES  and 
SPECIAI.  AREAS 


UXB  LVIERNATIONAUINC.  CHANTILLV,  V  A  2,-!tEl 
14^00  CoofcfcAce  Ceot«r  Drive,  Suite  lOO 


L^O  Sflrvc%^  Si.  QPS  Mamiin.c  Prodaciicas 
B  Me*£le,MD  « Acti%'e  LandfiU) 
from  the 

EN  VIRONMENT  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

FAl  .adv  anced  mT>lES,  I>.c 

4502  CAiaBV  lane,  .ALEX.ANDWA,  VA  22309 
^99-7251  ('?03)9t^3549 


DATE  aTS'E  199J 


COMPILED  BY:  O.M.  TURLEY 


Subarea  Boundarv' 

Quality'  Assurance  Lanes 

UXO  Surface 

l"XO  Subsurface  1"-  6"' 

High  Concentradon  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentradon  with  Count  of 
Unidentified  Contacts  Deeper  than  6' 

Uncharacterized  Sites  and  Special  Areas 

Wedands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

hnpassable  Areas 
Debris 
Vegetadon 
Sumding  Water 


#  H  1 


SCALE 


140  FEET 


PROrECT  MANAdER: 


J.  PaSTORJCK 


US  ARMY 

ENVIRONMENTAL  CENTER 


oa 


nGUREC-5-4 

ZONEC  SUBAREA  C-5  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL  ENDANGERED  SHECIES 
HABIT  AT.  WETLANDS,  fflSTORICAL  SITES) 

JY«|>ar«d  For: 

FORT  GEORGE  a  MEADE,  MD 
UXO  SURVEY*  OPERATION 
PROJECT  No.  529496 
JLLNE  1993 


76'  43'21"W 
39  04'  50  ’N 


SUBAREA  C-6 
ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  Cs  16  SUBAREAS 


Ft.  George  G.  Meade,  Md  UXO  Sur\  ey 
IT  Project  #  529496 


Active  Landfill 

Zone  C  Subarea  — 

Start  Date:  9/22/92  Completion  Date:  — 10/27/92 


Surface  Survey  0"  -  6":  Total  Acreage  Surveyed:  ^0-^ 

UXO  Surface  0"  — 2 - 


UXO  Surface  1"  -  6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6" 
Non-Ordnance  Items 
Total  Contacts 


4 _ 

li _ 

76 

950 

1041 


Quality  Assurance  0"  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  3.03 
_0 _ 

PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 


Subarea:  c-5  Total  Acreage: 


TERRAIN  DESCRIPTION 

60%  WOODS,  40%  OVERGROWTH 

WETLANDS: 

THREE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

FOUR, 

ONE  DEBRIS  AREA 

THREE  STANDING  WATER  AND  POND 

UNCHARACTERIZED  SITES: 

NONE 

C-6-U-1  Debris,  recreation  swing  set,  metal  poles,  misc. 

C-6-U-2  Telephone  pole  dump  site. 

C-6-U-3 

SPECIAL  NOTE:  During  and  after  the  UXO  surveys,  government 

trucks  were  hauling  dirt  out  and  other  trucks 
were  hauling  dirt  into  C-6-U-3.  No  resurvey 
was  conducted. 

Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

PROJECTILE: 

3”  STOKES  MORTi 
BAZOOKA  RKT 
GRENADE: 

MK-2  FRAG 

til  1 

1 

2 

SURFACE:  0 

1"  -  6"  4 

TOTAL  UXOs 


76®  43'21"W 
39°  05'  01"N 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  Si  BOUNDARIES 


UXB  IOTEKNATIONAUINC.  CHANXni'i’.VA  22021 
14$00  CoafefcocA  Ceaiiet  Drive»  Soite  ICX) 

C703)  803-8904 


UXO  Snrvty  &  GPS  M«ppu^  Ptodoctioos 
FuMe^ad^MD  (Active  LamdfiU) 
ficocn  th& 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  .ADVANCED  STUDIES,  DSC 
4502  CAIOBY  LA24E,  ALEXANDRIA,  VA  22309 
(703)  799-T231  (703)9^8-3549 


DATE:  DJNB 1993 


COMPILED  BY:  Gil.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6'' 

UncharacterLzed  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangereti  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


PROJECT  MANAGER:  LPASTORIOC 


US  ARM\" 

ENVIRONMENTAL  CENTER 


EH 


HGUREC-6-1 

ZONE C  SUBAREA C-6  MAPI 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

PtcfMired  For: 

FORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  52S496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ C 


Subarea:  C-6 


This  page  replaces  Figure 


C-6-2 


There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 

Zone:  C _  Subarea:  C-6 _ 


This  page  replaces  Figure 


C-6-3 


There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey 


MAP  #4.  UNCHARACTERIZED  SITES  and 
SPECLAL  AREAS 


UXB  INTERNATIONAL,  INC.  CH-^NTILLY,  VA  22021 
14^00  Coiifertace  Ceatei  Drive,  Suite  100 
f/OS)  «0>«904 


DXO  Survey  &  GPS  Meppin*  Productiott; 

R.  McidCjMD  (Active Landfill) 
frocntlke 

ENVIRONMENT  Sc  SAFETY  SYSTEM  (ESS) 


PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CAPLBY  LANE,  ALEXANDRIA,  VA  2230D 
(703)  799-7231  (703)  96S-3549 


DATE:  JUNE  1993 


CONIPILEDBY:  G.H.TltRLEY 


Subarea  Boimdary 
Quality  Assurance  Lanes 
UXO  Surface 


UXO  Subsurface  T'-  6" 


High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 


High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Lhicharacterizcd  Sites  and  Special  Areas 


Wetlands 


Historical  Sites 
Endangered  Species  Areas 
Landfills 


dZl 


Impassable  Areas 


Debris 


Vegetation 


Standing  Water 


SCALE  1"  =  140  FEET 


PROJECT  MANAGER;  J.PASTOWCK 


US  ARMY 

ENVIRONMENTAL  CENTER 


EO 


FIGURE  C-6-4 

ZONEC  SUBAREA  C-6  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 


Prepared  Pec:  * 


FORT  GEOROE  G.  MEADE.  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


SUBAREA  C-7 
ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  Cs  16  SUBAREAS 


Ft.  George  G.  Meade,  Md  UXO  Surv'ey 
IT  Project  #  529496 


Active  Landfill 
Zone  C  Subarea  _ I _ 

Start  Date:  9/2t/92  Completion  Date: _ 10/28/92. 


Surface  Survey  0"  -  6”: 

UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6" 
Non-Ordnance  Items 
Total  Contacts 


Total  Acreage  Surveyed: 

0 


24.09 


104 


61 


579 


750 


Quality  Assurance  0"  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed:  2.98 
_0 _ 

PASS 

NOT  REQUIRED 
NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 

Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 


Subarea:  n  j  Total  Acreage: 


TERRAIN  DESCRIPTION 

40%  WOODS,  30%  CONTAINS  OLD  AMMUNITION 
SUPPLY  POINT  (ASP) 

WETLANDS: 

ONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

TWO,  (30%  IS  ACTIVE  LANDFILL  AREA) 

IMPASSABLE  AREAS: 

SDC, 

One  debris  area  (tree  roots  and  branches) 
Three  ponds,  with  thick  vegetation 

Two  marsh  areas  with  thick  vegetation. 

UNCHARACTERIZED  SITES: 

ONE 

C-7-U-1  Area  contaminated  with  nails  and  debris  from  open  bum 

operations.  10-14  meters. 

Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

PROJECTILE: 

4.2"  MORTAR 

1 

SURFACE:  0 

37MM  PROJ 

2 

1"  -  6"  6 

OTHER 

1 

GRENADE: 

M-9  RIFLE 
MK-2  FRAG 


TOTAL  UXOs 


6 


MAP  #  1 .  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


L^XB  INTERNATIONAL,  INC.  CHANTIIiY.VA  22Q21 
14900  Coufaestce  Ceolex  Driv^  Soito  lOO 
(703)  803*8904 


UXO  Survey  &  GPS  Mappiug  ProducUoos 
FtMc*<3c,MD  (Active  11) 
tirocQ  the 

E>rVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAJ  .ADVANCED  STUDIES,  INC. 

4502  CAPLBY  LANE.  ALEXANDRIA,  V  A  22309 
(703)  799*7231  (703)90-3549 


DATE:  JUNE  1993 


COMPILED  BY:  GN.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"-  6” 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentradon  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 


Landfills 

Impassable  Areas 

— 

Debris 

Vegetation 

Standing  Water 

SCALE  1"  -  140  FEET 


REVIEWED:  P  /VI  CHECKED 


PROJECT  MANAGER;  J,  PAST0RI<3C 


US  ARMY 

ENVIRONMENTAL  CENTER 


Eia 


FIGURE  C-7-1 

ZONE C  SUBAREA C-7  MAPI 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

Frq»r«d  Fc«: 

FORT  GEORGE  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROIECTNa  529496 
JUKE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ C 


Subarea:  C-7 


This  page  replaces  Figure 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ C 


Subarea:  C-7 


This  page  replaces  Figure 
There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


C-7-3 


'.lAl'i4  UNCHARACTERIZED  SITES  and 
SPECIAL  .AREAS 


LrXB  INTERNATIONAL,  INC.  CH.A.NTILLY,  VA  22021 
14KX)  Coofcrcficc  Ceatef  Drivx,  Suite  100 
P03>«)3-8904 


VXO  Survt:^'  Sc  GPS  MepfxnjK  P^(4a<^tioQS 
Pt.Mc«Jc,Ml>  (Active  LtadfilO 
fi^oro  Uk 

environment  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAJ  advanced  studies,  INC, 

4502  CARLBY  LANE,  ALEXANDIU.V  VA  22309 
r703\  79^'^3l  (^03)  96*- 3549 


DATE:  JITST  199 


Subarea  Boiindarv' 


COMPILED  BY:  O.H.  TLFRLEY 


Quality  Assurance  Lanes 

UXO  Surface 

LrXO  Subsurface  T'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Re^vered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  -  140  FEET 


«  HI 


CHECICED: 


PROJECT  MANAGER:  J.  PASTORICK 


us  ARMY 

ENVIRONMENTAL  CENTER 


ED 


nCURE  C-7-4 

ZONEC  SUBAREA  C-7  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL  SITES) 

Pr<tMred^ 

FORT  OEOROE  O.  MEADE*  MD 
UXO  SURVEY  OPERATION 
PROJECT  Na  529496 
JUNE  1993 


76*  42'  50"W 
39*  04'  50"N 


SUBAREA  C-8 
ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  C’s  16  SUBAREAS 


m 


Ft.  George  G.  Meade,  Md  UXO  Surv  ey 
IT  Project  #  529496 


Active  Landfill 

Zone  C  Subarea  _§ — 

Start  Date:  1 0/20/92  Completion  Date: _ 10/30/9.2 


Surface  Survey  0"  -  6" :  T otal  Acreage  Surveyed:  — LM 


UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6" 
Non-Ordnance  Items 
Total  Contacts 


0 


0_ 

15 


0_ 

15 


Quality  Assurance  0”  -  6": 

UXO  ( 1  st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  31 
_0 _ 

PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  C-8  Total  Acreage:  28.02 


TERRAIN  DESCRIPTION 


WETLANDS: 


10%  WOODS,  90%  ACTIVE  SANITARY  LANDFILL 


NONE 


HISTORICAL  SITES: 


ENDANGERED  SPECIES: 


LANDFILLS: 


IMPASSABLE  AREAS: 


UNCHARACTERIZED  SITES: 


NONE 


NONE 


NONE 


NONE 


Summary  of  UXO  Discoveries 


Type  Quantity  Depth  Located 


NO  UXOs  WERE  LOCATED  IN  THIS  SUB 


76“  42'  50"W 
39“  05' 01  "N 


76“  42'  39"W 
39“  04'  50"N 


/ 


MAP  #1 .  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  international,  INC.  CHANTUXY.Va  22021 
14S00  CoofeteacQ  Ceaiec  I^rive^  Siiite  100 
(703)  S03-8S04 


UXO  Survey  &.  (IPS  Mappinji  Productioos 
FUMe^MD  (Active.  UndiiU) 
from  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  SrP-TDlES,  INC 
4502  CARLBY  LANE,  ALEX.\NDR3A,  VA  22309 
(703)  799-7231  (70D  968-3549 


COMPILED  BY:  QJI,  TURLEY’ 


Subarea  Boundary 
Quality'  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  V'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Itenas  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6” 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debrb 
Vegetation 
Standing  Water 


SCALE  1"  ^  140  FEET 


PROJECT  MANAGER: 


CHECKED: 


J.  PASTOR3CK 


US  ARMY 

EN\'IRONMENTAL  CENTER 


m 


nGUREC-8-l 

ZONEC  SUBAREA C-8  MAPI 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

Ptep«rfd  For: 

FORT  GEORGE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECn*  No.  529496 
JUNE  1993 


76“  42'  39"W 
39“  04'  S0"N 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C _  Subarea:  C-8 


This  page  replaces  Figure 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD;  IT  Project  Number  529496 


Zone:  C _  Subarea:  C-8 


This  page  replaces  Figure 
There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area 


C-8-3 


PAl-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C. _  Subarea:  C-8 


This  page  replaces  Figure 


C-8-4 


There  are  no  Uncharacterized  Sites,  Wetlands,  Historical  Sites,  and  Endangered  Species  areas 
located  in  this  survey  area. 


SUBAREA  C-9 

ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  Cs  16  SUBAREAS 


Ft.  George  G.  Meade,  Md  UXO  Sur\'ey 
IT  Project  #  529496 


Active  Landfill 


Zone  C  Subarea  __2 — 

Start  Date:  10/14/92  Completion  Date:  — 10/27/92 


Surface  Survey  0"  -  6”: 

UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6' 
Non-Ordnance  Items 
Total  Contacts 


Total  Acreage  Surveyed:  l^.l 

0 


9 _ 

125 

8 _ 

252 

394 


Quality  Assurance  0”  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  {2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed; _ 

_1 _ 

FAIL 

0 


1.89 


Q/A  Pass  or  Fail 


PASS 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Colleciion _ 

Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 
Sitharpa:  C-9  Total  Acreage:  .  - 


TERRAIN  DESCRIPTION 


WETLANDS: 


100%  WOODS 


NONE 


HISTORICAL  SITES: 
ENDANGERED  SPECIES: 


LANDFILLS: 


IMPASSABLE  AREAS: 


UNCHARACTERIZED  SITES: 


NONE 


NONE 


NONE 


ONE,  (PAVED  PARKING  AREA  COULD  NOT 
BE  SURVEYED). 

NONE 


Type 


Summary  of  UXO  Discoveries 


Quantity  Depth  Located 


PROJECTILE: 

3"  STOKES  MORTAR 
BAZOOKA 


TOTAL  UXOs 


10 


76"  43'  26"W 
39"  04'  50"N 


MaP#1.  unexploded  ordnance  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  lKrERNATIONAI,INC.  CHAimilY.VA  22021 
14^00  Coofereace  Ceiil«f  Drive)  Soito  100 
(703)  *03-8904 


UXO  Soivey  Sc  OPS  M*i>pu»g  Prodixtions 
FLMeede^MD  (AcUvcUa^U) 

£iomtbe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC, 

45(12  CAlUJ3Yl>iNE,Al£XANDKIA.VA  22309 
(705)  799-7231  (703)968-3549 


DATE;  JUNE  1993 


COMPILED  BY:  GJI.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1'^- 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concientration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacteiized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Inqiassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


REVIEWED:  , 


PROJECT  MANAGER: 


LPASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


Q3 


HGURE  C-9-1 

ZONE  C  SUBAREA  C-9  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

Prepared  For: 

FORT  GEORGE  G.  MEADE.  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


76°  43'21"W 
39°  04'  39"N 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION  i 

Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 

j 

Zone:  C. _  Subarea:  C-9 _ 

- 1 

This  page  replaces  Figure  Cl-Q-3  I 

There  are  no  High  Conceniraiion  Areas  of  Ordnance  Related  Uems  located  in  this  survey  area.  i 

J 

.1 

J 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ C 


Subarea:  C-9 


This  page  replaces  Figure 


C-9-4 


There  are  no  Uncharacterized  Sites,  Wetlands.  Historical  Sites,  and  Endangered  Species  areas 
located  in  this  survey  area. 


SUBAREA  C-10 
ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


Start  Date:  10/13/92 


Ft.  George  G.  Meade.  Md  UXO  Survey 

IT  Project  #  529496  _ _ 

Active  Landfill 

Zone  C  Subarea  _iS_ 

VI  '1/92  Completion  Date; _ 10/26/92. 


Quality  Assurance  0"  -  6": 


Total  Acreage  Surveyed: _ 2.82, 


UXO  ( 1  St  Evaluation) 


Q/A  Pass  or  Fail 


UXO  (2nd  Evaluation  if  Required) 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 

Ft.  Georse  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 


Subarea: 


Total  Acreage: 


TERRAIN  DESCRIPTION 


WETLANDS: 


HISTORICAL  SITES: 


ENDANGERED  SPECIES: 


LANDFILLS: 


IMPASSABLE  AREAS: 


UNCHARACTERIZED  SITES: 


C-lO-U-1 


C-lO-U-2 


80%  WOODS,  20%  ACTIVE  SANITARY  LANDFILL 


NONE 


NONE 


NONE 


ONE,  ACTIVE 


THREE 


One  large  pile  of  earth  covered  with  thick  vegetation. 
One  area  covered  with  tree  trunks  similar  to  C-6,  C-7 , 
and  C-11. 

One  Obstacle  course  road  in  Subarea. 

TWO 

60MM  and  SIMM  mortar  shipping  containers  and 
related  debris. 

60MM  and  SIMM  mortar  shipping  containers  and 
related  debris. 


Type 


Summary  of  UXO  Discoveries 


Quantity  Depth  Located 


NO  UXbs  WERE  LOCATED  IN  TH  S  SUBAREA 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


CTIVE  LANDFILL 


^  V\S'> 


«.>:iAmv. 


^ WU  >U*L''*UVU*U  I 


M*»l^\ 

SPSS'S  V105V 
ficKiMee 


ve®  43'  06"^ 
39'^  04'  39" 


UXB  JNTERNATIOHAL,  INC.  CHaNTUXY.VA  22021 
14^00  Coufetcoce  C«ot«r  Driv^  Suite  100 
(703)  W3-S904 


UXO  Survey  &  GPS  Mapfsiox  Prodociioos 
RMewk^MD  (Active  L«adfi  11) 

£r<xiithe 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAl  ADVANCED  STUDIES,  INC. 

4502  CARL3Y  LANE,  AIJEXAND1UA.VA  22309 
(703)  799-7231  (703)  9SS-3549 


DATE;  JUNE  1993 


COMPILED  BY:  GH.TUIOEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Suiface 
UXO  Subsurface  V--6” 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

In^assable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  -  140  FEET 


lUBVIEWED: 


PROJECT  MANAQQER:  J.  PASTORICK 


US  ARm" 

ENVIRONMENTAL  CENTER 


m 


nOUREC-lO-l 

ZONEC  SUBAREA C-10  MAPI 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

IVepared  Poc; 

FORT  GEORGE  G.  MEADE,  MB 
UXO  SURVEY  OPERATION 
PROJECT  No.  52949S 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C _  Subarea:  C-10 


This  page  replaces  Figure 


r-1 0-2 


There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C _  Subarea:  C-IO 


This  page  replaces  Figure 


C-10-2 


There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


SUBAREA  C-11 
ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  Cs  16  SUBAREAS 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 


Active  Landfill 


Zone  C  Subarea  — 11 — 

Start  Date:  1 0/1 3/92  Completion  Date:  10/30/92 

Surface  Survey  0"  -  6":  Total  Acreage  Surveyed: 

UXO  Surface  0"  — - 

UXO  Surface  1 "  -  6"  — - 

Ordnance  Related  Items  — ^ - 


Metallic  Contacts  Remaining  Below  6" 
Non-Ordnance  Items 
Total  Contacts 


38 


Quality  Assurance  0"  -  6”: 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  .71 

_0 _ 

PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


GPS  Mappin 

PAI  -  ASI 

&  UXO  Data  Collection 

Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  C-11 

Total  Acreage:  31.85 

TERRAIN  DESCRIPTION 

20%  WOODS,  80%  ACTIVE  SANITARY  LANDFILL 

WETLANDS: 

NONE 

HISTORICAL  SITES; 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

ONE,  ACTIVE 

IMPASSABLE  AREAS: 

ONE 

Area  covered  with  tree  trunks  and  branches. 

Adjoins  C-6,  C-7,  and  C-10  Impassable  areas. 

UNCHARACTERIZED  SITES: 

NONE 

Summary  of  UXO  Discoveries 


76^  42'  54"W 

390  Q4<  39..f^' 


MAP  # ; .  TNEXPLODED  ordnance  (UXO) 
LOCATIONS  4:  BOUNDARIES 


I  XR  intir-naticnauinc.  chantiu.y.va  zyci 

i  WI0C>  Cooieresce  Cc&ter  Drive,  Suite  100 
(■^3)  «)3*«90t 


UXO  Survw  &  G?S  Mippin^r  Productions 
Fl.  Me.*de,  MD  (Active  UaiidfiU) 
from  tike 


ENVBROKMEXT  &  SAFEIT  SYSTEM  (ESS) 


PAI-ASI 

P.Al  ADVANCED  STO3IES,  INC. 

*S02  CARLBY  LANE,  .ALEXANDRIA,  VA  22309 
(703)  799^7231  (703)  9t>«-3549 


D.ATE:  -J15NE1993 


Subarea  Boundarv 


COMPILED  BY;  O.H,  Tl’Rlf  Y 


(^lality  Assurance  Lanes 

UXO  Surface 

UXO  Subsurface  T'-  &’ 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacteri2ed  Sites  and  Special  Areas 

Wedands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  140  FEET 


PROJECT  MANAGER;  J.  PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


EQ 


FIGURE  C-l  1-1 

ZONE  C  SUBAREA  C-l  1  MAP  1 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

Prepared  For: 

FORT  OEOR(3E  O.  MEADE,  MD 
UXO  SURVEY  (DERATION 
PROJECT  No.  529W6 
JUNE  1993 


76M3'2r'W 
39"^  04'  50"N 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone: 


Subarea: 


This  page  replaces  Figure - CzHr2 

There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6'’ 

located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD;  IT  Project  Number  529496 


Zone:  C _  Subarea:  C-l  1 


This  page  replaces  Figure  _  C-l 1-3 

There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ C 


Subarea:  C-11 


This  page  replaces  Figure 


C-11-4 


There  are  no  Uncharacterized  Sites.  Wetlands,  Historical  Sites,  and  Endangered  Species  areas 
located  in  this  survey  area. 


SUBAREA  C-12 
ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  C’s  16  SUBAREAS 


X 


Ft.  George  G.  Meade,  Md  UXO  Surv'ey 
IT  Project  #  529496 


Active  Landfill 

Zone  C  Subarea  — LL_ 

Start  Date:  1 0/30/92  Completion  Date:  — 10/30/92. 


Surface  Survey  0"  -  6": 

UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6" 
Non-Ordnance  Items 
Total  Contacts 


Total  Acreage  Surveyed:  '1.52 
_0 _ 

0 


0 


0 


0 


0 


Quality  Assurance  0"  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 
Q/A  Pass  or  Fail 


Total  Acreage  Surveyed:  .28 

0 


PASS 


NOT  REQUIRED 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  C-12 

Total  Acreage:  10.15  _ 

TERRAIN  DESCRIPTION 

5%  WOODS,  95%  ACTIVE  SANITARY  LANDFILL 

WETLANDS: 

NONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

ONE,  ACTIVE 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

NONE 

Summary  of  UXO  Discoveries 

Type 


Quantity 


Depth  Located 


NO  UX(bs  WERE  LOCATED  IN  THK  SUBAREA 


76°  42'  39 
39°  04'  5( 


Jk  lA  'ik  i|%  ^k" 

»r 


MAP#l.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNATI0NAI,1NC  CHANTIliY.VA  22021 
14^  CoQfcreoce  Cenlor  Driv^  Sui1«  100 
(703)«)5^W(H 


IDCO  Suvey  &  O]^  Maptw^  Fvodocltoiis 
RMcAde^MD  (Active  UadfiU) 

6001  the 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 
4502CAIU3Y1ANE,AIJBXAND1UA,VA  22309 
(703)  7»7231  (703)  9«S- 3549 


DATE:  JUNE  1993 


COMMLEDDY:  GJI.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  1"-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidendfied  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Hbtorical  Sites 

Endangered  Species  Areas 

Landfills 

loQjassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  120  FEET 


PROJECT  MANAGER: 


r^xiismsmsMisssm 


J.PASTORICK 


US  ARMY 

ENVIRONMENTAL  CENTER 


m 


nGUREC-12-l 

ZONEC  SUBAREA C- 12  MAPI 
UXO  LOCATIONS,  QUALTTY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 

Frqpfttcid  For: 

FORT  aEOROE  O.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C _  Subarea:  C-12 


This  page  replaces  Figure 


C-12-2 


There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C _  Subarea:  C-12 


This  page  replaces  Figure 


C-12-4 


There  are  no  Uncharacterized  Sites,  Wetlands,  Historical  Sites,  and  Endangered  Species  areas 
located  in  this  survey  area. 


SUBAREA  C-13 
ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  C’s  16  SUBAREAS 


Start  Date:  10/6/92 


Ft.  George  G.  Meade,  Md  UXO  Survey 
IT  Project  #  529496 

Active  Landfill 

Zone  C  Subarea  — L?— 

V6/92  Completion  Date: _ 10/1 9/92- 


Surface  Survey  0"  -  6": 


Total  Acreage  Surveyed; 


UXO  Surface  0" 


UXO  Surface  l"-6" 


Ordnance  Related  Items 


Metallic  Contacts  Remaining  Below  6" 


Non-Ordnance  Items 


Total  Contacts 


Quality  Assurance  0”  -  6”: 


Total  Acreage  Surveyed;  A 


UXO  (1st  Evaluation) 


Q/A  Pass  or  Fail 


UXO  (2nd  Evaluation  if  Required) 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  C-13  Total  Acreage:  3.4 _ 


TERRAIN  DESCRIPTION 

100%  WOODS, 

WETLANDS: 

NONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

ONE  (PAVED  AREA  COULD  NOT  BE  SURVEYED) 

UNCHARACTERIZED  SITES: 

NONE 

Summary  of  UXO  Discoveries 


76°  43'  25"W 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNATIONAI,  INC.  CHANTILLY,  VA  22021 
14800  CoofeK»«»  C«aal«f  Drivti  Suite  100 
(703)803-8904 


UXO  Survi^  Ai  GPS  Mapping  Ptoducticos 
RMc*de,MD  (Active  Landfill) 

frc<n 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CAJILBY  LANE,  ALEXANDRIA,  VA  22309 
(703)  799-7231  (703)968.3549 


DATE:  JUNE  1993 


COMPILED  BY:  Gil.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  L'-  6'" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  rhflri  6'' 
Uncharacterized  Sites  and  Special  Areas 
Wedands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

Impassable  Areas 
Debris 
V  egetation 
Standing  Water 


SCALE  i"  =  90  FEET 


X 


REVIEWED;  AITOOVm.  U. 

project  MANACffiR:  J.  PASTORICK  " '  ^ 


US  ARMY 

ENVIRONMENTAL  CENTER 


IT 


nGUREC-13-l 

ZONEC  SUBAREA C-13  MAPI 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES 
impassable  AREAS,  LANDFILLS 


Prepared  For: 

FORT  GEORGE  Q.  MEADE,  MD 
UXO  SURVEY'  OPERATION 
PROJECT  No,  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C _  Subarea:  0-13 


This  page  replaces  Figure  _  C-13-3 

There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ C 


Subarea:  C-13 


This  page  replaces  Figure 


C-13-4 


There  are  no  Uncharacterized  Sites.  Wetlands,  Historical  Sites,  and  Endangered  Species  areas 
located  in  this  survey  area. 


SUBAREA  C-14 
ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  Cs  16  SUBAREAS 


Ft.  George  G.  Meade,  Md  UXO  Sur\'ey 
IT  Project  #  529496 


Active  Landfill 

Zone  C  Subarea  _ H— 

Start  Date:  1 0/5/92  Completion  Date; _ 10/20/92 


Surface  Survey  0"  -  6": 

UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6 
Non-Ordnance  Items 
Total  Contacts 


Quality  Assurance  0"  -  6": 

UXO  ( 1  St  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  20.28 
0 


1 _ 

53 _ 

106 

2021 

2181 


Total  Acreage  Surveyed:  3.06 

0 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


i 

j 

1  GPS  Mappin 

PAI  -  ASI 

g  &  UXO  Data  Collection 

( 

Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  C-14  Total  Acreage:  32.37 

TERRAIN  DESCRIPTION 

95%  WOODS, 

WETLANDS: 

NONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

ONE  (OBSTACLE  COURSE  AND  PAVED 
AREAS  COULD  NOT  BE  SURVEYED) 

UNCHARACTERIZED  SITES: 

NONE 

Type 


GRENADE: 

MK-2  FRAG 

TOTAL  UXOs 


Summary  of  UXO  Discoveries 


Quantity 


Depth  Located 


SURFACE:  0 

1"  -  6  "  1 


76°  43'21"W 
39°  04'  39"N 


76°43'06"W 
39°  04'  27"N 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  INTERNATIONAl,  INC.  CHANTILLY.  VA  22021 
14^00  Ccofereoce  Ce&t<r  SuiW  100 
(703)  803.89(H 


UXO  Survey  &  OPS  Mappiax  Ptoduclions 
FLMe*de.MB  (Active  LjuKtaU) 
ixQtn  tbe 

ENVIRONMENT  8i  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CAMJBY  LANE,  ALEX,\NDIUA  VA  22309 
(703)  799-7231  (703)968-3549 


DATE;  JUNE  1993 


COMPILED  BY;  OPI.TirRLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  I”  -  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 
Uncharacterized  Sites  and  Special  Areas 
Wetlands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Wato 


SCALE  1"  =  140  FEET 


PRQIECr  MANAGER:  I PAST01UC3C 


US  ARMY 

ENVIRONMENTAL  CENTER 


Ba 


FIGURE  C-14-1 

ZONEC  SUBAREA C-14  MAPI 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 


Ptc|>Krtd  For: 

FCRT  aEOROE  O.  MEADE,  MD 
UXO  SURVEY  OPEIL-^TION 
PROJECT  No.  529496 
JUNE  1993 


76'’43'21"W 
390  04'  39"N 


76°  43'  06"W 
39°  04'  27"N 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C _  Subarea:  C-14 


This  page  replaces  Figure 


r-14-3 


There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C _  Subarea: 


This  page  replaces  Figure 


C-14-4 


There  are  no  Uncharacterized  Sites,  Wetlands,  Historical  Sites,  and  Endangered  Species  areas 
located  in  this  survey  area. 


SUBAREA  C-15 
ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  Cs  16  SUBAREAS 


Ft.  George  G.  Meade,  Md  UXO  Survex 
IT  Project  #  529496 

Active  Landfill 


Zone  C  Subarea  - 

Start  Date:  1 0/6/92  Completion  Date:  10/30/92 


Surface  Survey  0"  -  6": 

UXO  Surface  0" 

UXO  Surface  l"-6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6" 
Non-Ordnance  Items 
Total  Contacts 


Total  Acreage  Surveyed:  6.15 

_0 _ 

0 


7 


10 


219 


236 


Quality  Assurance  0”  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  1-78 

0 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection _ 

Ft.  George  G.  Meade.  MD  UXO  Survey  IT  Project  Number  529496 


Subarea:  C-15 

Total  Acreage:  8.37 

TERRAIN  DESCRIPTION  80%  WOODS,  20%  ACTIVE  SANITARY  LANDFILL 

WETLANDS: 

NONE 

HISTORICAL  SITES: 

ONE  C-15-H-1  CEMETERY 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

ONE 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

NONE 

Type 


Summary 


of  UXO  Discoveries 

Quantity _ 


Depth  Located 


NO  UX(bs  WERE  LOCATED  IN  THIS  SUBAREA 


76°  43'  06"W 
39°  04'  30"N 


MAP  #  1 .  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOUNDARIES 


UXB  interkaticwauinc.  CHAi>mu.v,VA  22021 
14W  CoofercBce  CeoUc  Drivctt  Suite  100 
(703)  •03.#9(H 


lOCO  vS«vey  &  OPS  MippUit  Prodoetioai 
Ft  Meftdcik  MD  (Aeli v»  Taarffl  11) 
froiQ 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAJ  ADVANCED  STUDIES,  WC, 

450C  C.ARLBY  lANE,  AI,EXA>0)!UA,  VA  22309 
(703)m723l  (703)96$- 3549 


DATE;  JITO  1993 


COMHLEDBY:  OJl.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lancs 
UXO  Surface 
UXO  Subsurface  T'-  6'' 

High  Concentration  Areas  of  Ordnance 
Related  Items  Rc<X)vered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6"' 

Undiaracterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  100  FEET 


RE\TEWED:  PM 


PROJECT  MANAGER: 


I.PASTOWCK 


US  ARMY 

EN\'IRONMENTAL  CENTER 


rn 


nGUREC-15-l 

ZONEC  SUBAREA C.15  MAPI 
;XO  LOCATIONS,  QUALITY  ASSURANCE  lANES, 
IMPASSABLE  AREAS,  LANDFILLS 

^cpnedFor: 

PORT  GEOROE  0.  MEADE,  MD 
UXO  SURVTY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone;  C _  Subarea:  C-15 


This  page  replaces  Figure 


r-15-2 


There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area 


76°  43'  06"W 
39°  04'  30"N 


MAP  #4.  UNCHARACTERIZED  SITES  aad 
SPECIAL  AREAS 


UXB  INTERNATaONAL,  JNC.  OiANUlXY,  VA  22021 
14SQ0  CoofercDce.  Centex  Drive,  Suite  ICO 
(703)  tt>3.«904 


UXO  Survi^'  Sc  OPS  Mapping  Prodactioos 
Ft  Meade.  MD  (Active  Landfiin 
frocuUie 

ENVIRONMENT  &  SAFETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES,  INC. 

4502  CAIILBY  L.ANE.  ALEXANDRIA.  VA  22309 
(703)  799^7231  (703)  3549 


DATE;  JUNE  1993 


COMPILED  BY;  GJI.  TURLEY 


Subarea  Boundary 
Quality  Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 

Uncharacterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  =  100  FEET 


REVIEWED:  CM  CHECKED:  , 


PROIECr  MANAGER:  J.  P.ASTORIOC 


US  ARMY 

ENVIRONMENTAL  CENTER 


EQ 


nGUREC-15-4 

ZONEC  SinSAREAC-lS  MAP  4 
UNCHARACTERIZED  SITES  and  SPECIAL  AREAS 
(ENVIRONMENTAL,  ENDANGERED  SPECIES 
HABITAT,  WETLANDS,  HISTORICAL) 

Prepared  Fo»: 

FORT  GEORGE  G,  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  529496 
JUNE  1993 


SUBAREA  C-16 
ZONE  C  (ACTIVE  LANDFILL) 
FORT  GEORGE  G.  MEADE,  MARYLAND 


ZONE  Cs  16  SUBAREAS 


Ft.  George  G.  Meade.  Md  UXO  Survey 
IT  Project  #  529496 


Active  Landfill 

Zone  C  Subarea  — — 

Start  Date:  1 0/2/92  Completion  Date: _ 10/6/92 


Surface  Survey  0"  -  6”: 

UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 

Metallic  Contacts  Remaining  Below  6" 

Non-Ordnance  Items 

Total  Contacts 


Total  Acreage  Surveyed: _ ^ 

__0 _ 

0 


21 


280 


302 


Quality  Assurance  0"  -  6": 

UXO  ( 1  St  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  -36 

0 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 


Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  C-16  Total  Acreage:  4.0 

TERRAIN  DESCRIPTION 

100%  WOODS 

WETLANDS; 

NONE 

HISTORICAL  SITES: 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS; 

NONE 

UNCHARACTERIZED  SITES: 

NONE 

Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

NOUXC 

IS  WERE  LOCATED  IN  THI: 

5  SUBAREA 

76®  43'  19"W 

390  04-  27"N 


76“  43'  15"W 

39c  04'  23  'N 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  &  BOLT^ARIES 


UXB  INTERNATIONAl,  INC.  CHANTILLY,  VA  2?021 
14100  Coofertsoe  Center  Driv^  Svite  100 
r03)  »3-«904 


UXO  Surve^i'  &  OPS  Meppinn  Productioos 
R  Mowkt  KO)  (Active  LudfiU) 

J&am  the 

ENVIROKMENT  &  SAFEn^  SYSTEM  (ESS) 
PAI-ASI 

PAJ  ADVANCED  ma>IE«.  INC. 

4502  CAiOBY  LANE,  ALEXANDRIA,  VA  22309 
(70J)  799.7231  (703)  9<M-3549 


DATE;  JUNE  1993 


COMPILED  BY:  OJl.  TURLEY 


Subarea  Boundarv' 

Quality  Assurance  Lanes 

UXO  Surface 

UXO  Subsurface  T'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than 

Undiaracterized  Sites  and  Special  Areas 

Wetlands 

Historical  Sites 

Endangered  Species  Areas 

Landfills 

Impassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  1"  *  80  FEET 


f  CHECKED; 


PROJECT  MANAQER:  L  PASTORICK 


US  ARMY 

ENVlRO>fMENTAL  CENTER 


m 


FIGURE  C-16-1 

ZONEC  SUBAREA C-16  MAPI 
I'XO  LOCATIONS,  QUALITY  ASSURANCE  LANTS, 
IMPASSABLE  AREAS,  LANDFILLS 


Repnred  For; 

FORT  OEOROE  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No,  529#9<i 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C _  Subarea:  C-16 


This  page  replaces  Figure 


C-16-2 


There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD;  IT  Project  Number  529496 

Zone:  C. _  Subarea:  C-16 - 

This  page  replaces  Figure  _  C-16-3 

There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


Gcorsc  G.  Mcsdc,  Md  UXO  SurN  cy 
IT  Project  #  529496 


Active  Landfill 


Zone  C  Subarea  — M — 

Start  Date:  1 0/29/92  Completion  Date: _ 10/29/91 


Surface  Survey  0”  -  6”: 

UXO  Surface  0" 

UXO  Surface  1"  -  6" 

Ordnance  Related  Items 
Metallic  Contacts  Remaining  Below  6" 
Non-Ordnance  Items 
Total  Contacts 


Total  Acreage  Surveyed: _ J_ 

_0 _ 

0 


0 


0 


0 


0 


Quality  Assurance  0”  -  6": 

UXO  (1st  Evaluation) 

Q/A  Pass  or  Fail 

UXO  (2nd  Evaluation  if  Required) 


Total  Acreage  Surveyed:  .01 

0 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection _ 

Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Subarea:  C-17  Total  Acreage:  1/10  Acre 


TERRAIN  DESCRIPTION 

PUMPING  STATION 

The  Pumping  Station  is  a  very  small  compound 
enclosed  by  a  6  foot  cyclone  fence.  The  interior 
grounds  were  surveyed  for  both  surface  and 
subsurface  UXOs. 

WETLANDS: 

NONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

NONE 

Type 


Summary 


0 


of  UXO  Discoveries 


Quantity 


Depth  Located 


NO  UX( 


•s  WERE  LOCATED  IN  THIS  SUBAREA 


PAl-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  _ C 


Subarea:  r-16 


This  page  replaces  Figure 


C-16-4 


There  are  no  Uncharacterized  Sites.  Wetlands,  Historical  Sites,  and  Endangered  Species  areas 
located  in  this  surv'ey  area. 


SUBAREA  C-17 
PUMPING  STATION 
FORT  GEORGE  G.  MEADE,  MARYLAND 


The  Pumping  Station  is  not  located  within  the  C  Zone  (Active 
Landfill  Area).  It  is  actually  located  approximately  500  yards  to  the 
west.  However,  for  survey  tracking  purposes  it  is  included  with  all  other 
Subarea  data  on  the  C  Zone.  The  Pumping  Station  covers  less  than  one 
acre  and  is  contained  within  a  6  foot  cyclone  fence.  A  surface  UXO 
survey  was  conducted,  no  UXOs  were  di«:overed. 


Start  Date:  10/29/92 


Ft.  George  G.  Meade.  Md  UXO  Sur\ey 
IT  Project  #  529496 

Active  Landfill 

Zone  C  Subarea  _iL_ 

V29/92  Completion  Date: _ 10/29/92. 


Surface  Survey  0"  -  6": 


Total  Acreage  Surveyed: 


UXO  Surface  0" 


UXO  Surface  1"  -  6" 


Ordnance  Related  Items 


Metallic  Contacts  Remaining  Below  6" 


Non-Ordnance  Items 


Total  Contacts 


Quality  Assurance  0”  -  6”: 


Total  Acreage  Surveyed: _ .01, 


UXO  (1st  Evaluation) 


Q/A  Pass  or  Fail 


UXO  (2nd  Evaluation  if  Required) 


PASS 


NOT  REQUIRED 


Q/A  Pass  or  Fail 


NOT  REQUIRED 


PAI  -  ASI 

GPS  Mapping  &  UXO  Data  Collection 

Ft.  George  G.  Meade,  MD  UXO  Survey  IT  Project  Number  529496 

Siiharea:  C-17  Total  Acreage:  _ 1/10. Acre 


TERRAIN  DESCRIPTION 

PUMPING  STATION 

The  Pumping  Station  is  a  very  small  compound 
enclosed  by  a  6  foot  cyclone  fence.  The  interior 
groimds  were  surveyed  for  both  surface  and 
subsurface  UXOs. 

WETLANDS: 

NONE 

HISTORICAL  SITES: 

NONE 

ENDANGERED  SPECIES: 

NONE 

LANDFILLS: 

NONE 

IMPASSABLE  AREAS: 

NONE 

UNCHARACTERIZED  SITES: 

NONE 

Summary  of  UXO  Discoveries 


Type 

Quantity 

Depth  Located 

NO  UX(bs  WERE  LOCATED  IN  THIS  SUBAREA 


76='  44'  04"W 


PUMPING  STATION  IS  .1  ACRE 
PUMPING  STATION  WAS  100  %  SURVEYED 


MAP#1.  UNEXPLODED  ORDNANCE  (UXO) 
LOCATIONS  Si  BOUNDARIES 


UXB  INTERNATIONAL,  INC.  CHANTIIiY.VA  22021 
14^  Cooieveooo  Center  Driven  Suite  100 
(703)  803.J9(H 


UXO  Survey  &  OPS  Mapping  Prodnetioos 
Ft  Mender  MD  (Active  L«aidfill) 
frooB  th^ 

ENVIRONMENT  &  SARETY  SYSTEM  (ESS) 
PAI-ASI 

PAI  ADVANCED  STUDIES.  INC. 
450eCAJUJOYlANE.AJJEXANDRIA,VA  22309 
(703)  799-7231  (703)  9<J«. 3549 


DATE:  JUNE  1993 


COMPILED  BY:  GJf.TUIOEy 


Subarea  Boundary 

Assurance  Lanes 
UXO  Surface 
UXO  Subsurface  T'-  6" 

High  Concentration  Areas  of  Ordnance 
Related  Items  Recovered 

High  Concentration  with  Count  of 
Unidentified  Contacts  Deeper  than  6" 
Uncharacterized  Sites  and  Special  Areas 
Wedands 
Historical  Sites 
Endangered  Species  Areas 
Landfills 

hr^sassable  Areas 
Debris 
Vegetation 
Standing  Water 


SCALE  I"  »  80  FEET 


PROJECT  MANAGER:  J.  PASTORIC3C 


US  ARMY 

ENVIRONMENTAL  CENTER 


03 


FIGURE  C-17-1  (PUMPWG  STATION) 
ZONEC  SUBAREA C-1 7  MAPI 
UXO  LOCATIONS,  QUALITY  ASSURANCE  LANES, 
IMPASSABLE  AREAS,  LANDFILLS 


Prep«rcdFor; 

FORT  GEORGE  G.  MEADE,  MD 
UXO  SURVEY  OPERATION 
PROJECT  No.  52949IS 
JUNE  1993 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


Zone:  C. _  Subarea:  C-17 


This  page  replaces  Figure 


C-17-2 


There  are  no  High  Concentrations  of  Unidentified  Subsurface  Contacts  deeper  than  6" 
located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD:  IT  Project  Number  529496 


There  are  no  High  Concentration  Areas  of  Ordnance  Related  Items  located  in  this  survey  area. 


PAI-ASI 

GPS  MAPPING  AND  UXO  DATA  COLLECTION 
Ft.  George  G.  Meade,  MD;  IT  Project  Number  529496 


Zone:  C _  Subarea:  C-17 


This  page  replaces  Figure 


C-17-4 


There  are  no  Uncharacterized  Sites,  Wetlands,  Historical  Sites,  and  Endangered  Species 
located  in  this  survey  area. 


